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Story of the Week 


“How’s your new gizmo going 
over?” we asked a French manu- 
facturer. 

“Tl be perfectly honest with 
you,” he replied. “I won't 
answer your question.” 


Popular Definitions In 
Belgium 


Capitalist: One who, if he 
himself is living well, isn’t envi- 
ous of those who have more 
money. 

Socialist: One who doesn’t 
mind living poorly himself so 
long as nobody else is allowed 
to live better. 


Economic Consequences 
Of Politics 


Belgium, France, and Spain 
are contiguous geographically. 
All three are lovely countries, 
and they are important to our 
future. 

Belgium and Spain are stable 
politically; France isn’t. It has 
a new government, or no gov- 
ernment at all, every few 
months. Can we count on 
France, then, as an ally? Can 
we continue to do business with 
her? 

In our humble opinion, yes. 
While politicians fume and fuss 
and fret in the General Assem- 
bly, business goes on as usual in 
France. Internally it is pros- 
perous — no unemployment, 
everyone eats and drinks won- 
drously well, and the enjoyable 
pursuit of leisurely happiness 
has been elevated to a Fine Art. 


Over and over again French 
businessmen advised us: “Pay 
no attention to the posturing of 
our politicians. We don’t. And, 
as you can see for yourself, 
business is progressing. We 
have a great commercial future.” 

There must be some basis for 
international concern about re- 
curring French governmental 
crises, however. One reason is 
obvious: 

Frenchmen fear another Na- 
poleon. That’s why they refuse 

(Continued on Page 10, Col. 1) 


Court Upholds 
Cory Tax Stand 
On Room Units 


Actual, Not Nominal, 
Hp. Rating Is Key 


CHICAGO—Collection of Fed- 
eral excise tax on air condition- 
ers of less than 1 hp. depends on 
the actual horsepower output 
under normal operating condi- 
tions and not on nominal horse- 
power ratings, the U. S. District 
Court here has decided. 

As a result, the court ordered 
Ernest J. Sauber, former Direc- 
tor of Internal Revenue at Chi- 
cago, to refund to Cory Corp. 
the sum of $29.93 and costs. 
The $29.93 represents $15.61 
assessed as manufacturers ex- 
cise tax on a Mitchell air condi- 
tioner and $14.32 on a Cory air 
conditioner. 

The units in question had a 
nominal rating of % hp. But 
Cory was able to show to the 

(Concluded on Page 4, Col. 5) 


Oil Heating Dealers 
Told To Go After 


Summer Cooling 


By C. Dale Mericle 


NEW YORK CITY—Oil heat- 
ing dealers will be “forced into 
air conditioning whether they 
want it or not,” believes Alan 
Dickover of H. H. Park, Inc., 
dealer in Katonah, N. Y. 

“We have the organization, 
the equipment, and for the most 
part the manpower to become 
year-round comfort specialists; 
if we do this and do it well, few 
customers will leave us for 
gas,” Dickover told a dealer 
management clinic at the Oil- 
Heat Institute’s 36th annual 
convention here. 

“Our customers will expect us 
to take care of cooling as well 
as heating,” he said. 

Besides this note of self- 
preservation, Dickover also em- 
phasized that summer air con- 
ditioning should help the oil 
heating dealer make up for the 
summer slump that inevitably 
hits him. 

(Concluded on Page 4, Col. 1) 
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Asre Votes To Submit AsHAE 
Merger Plan To Membership 


Actual Vote To Be at December Meeting 


MINNEAPOLIS—Submission to the membership of 
the American Society of Refrigerating Engineers of the 
plan to merge the ASRE with the American Society of 
Heating & Air-Conditioning Engineers was approved by a 
vote of 114 for, and 59 against, following a somewhat 


hectic debate on the subject at 
the opening meeting of the 
ASRE here. 

The actual vote on the merger 
will take place at the semi- 
annual meeting of the ASRE 
this coming December in New 
Orleans, with the members vot- 
ing in person or by proxy. 
Under the laws of the state of 
New York, under which the 
ASRE is incorporated, the ap- 
proval of two-thirds of the 
members voting is required for 
approval of the merger. 

From a strictly legal point of 
view, it was not compulsory 
that a vote of ASRE membership 
be taken to submit the merger 
plan for consideration. Action 
of the Council of ASRE would 
have been sufficient on this 
point. However, outgoing Presi- 
dent Hermann F. Spoehrer 
stated that it was felt that be- 
cause of the great importance 
of the proposed move, and in 
the interests of true democratic 
(Concluded on Back Page, Col. 1) 


Councils Approve 
Merger Method 


MINNEAPOLIS, June 25—In 
a joint statement issued here 
today at the close of the socie- 
ties’ joint meetings, it was an- 
nounced that the Councils of 
the American Society of Heat- 
ing & Air-Conditioning Engi- 
neers and the American Society 
of Refrigerating Engineers 
have approved in principle a 
method for merging the two 
societies. 

The ASRE members in at- 
tendance at their 54th annual 
meeting here authorized sub- 
mission of this proposal for 
balloting by the ASRE member- 
ship. 

E. R. Queer, ASHAE presi- 
dent, and Cecil Boling, ASRE 
president, further announced 
that present plans contemplate 
(Concluded on Back Page, Col. 5) 


Nationwide Check by AFDOuS Shows 
Laxity In Frozen Foods Handling 


LAS VEGAS, Nev.—Grocery 
store managers should not de- 
pend upon built-in thermom- 
eters to see if their frozen food 
cabinets are maintaining the 
recommended 0° temperature, it 
was indicated by a report pre- 


Cooling Sales Reports from the Field 
Chicago Sales Suffering from Cool Weather 


Dallas ‘Booms’ 


A recent check by the 
NEWS on the air condition- 
ing business picture in Dal- 
las and Fort Worth, Texas, 
revealed both bright spots 
and some problems. In the 
following article, a Dallas 
distributor and a Fort Worth 
contractor report on how 
sales are going, what mar- 
kets are best, and the price 
situation. 

“In Dallas we’ve got a boom 
on, we sure have,” exclaims R. 
J. Johnson, president of Bryant- 
Texas, Inc., distributor for 
Bryant in this area. 

“We've got all the business 
we can handle, and this has 
been going on for 30 days,” he 
adds. “I think people did hold 
up buying for a while, because 
the season was slow getting 

(Concluded on Page 19, Col. 1) 


CHICAGO — With three- 
fourths of June gone without a 
90° F. day yet this year, Chi- 
eago air conditioning contrac- 
tors were feeling the effects. 

A NEws survey of several 
larger contractors and distribu- 
tors found none doing better 
than last year. 

In general, industrial air con- 
ditioning was holding up the 
best, commercial sales were 


holding up for some, slipping for 
others, and residential was, for 
most, off badly from last year. 
Word most often heard to 
describe sales was “lousy.” 
Dave Brown of Refrigeration 
Systems, Inc., handling West- 
inghouse equipment, found busi- 
ness off about 20% over-all. 
“The very heavy rush we 
should get in June is not here,” 
(Concluded on Page 6, Col. 1) 


Most Narpa Members Find ‘Market Slow 


By George M. Hanning 


CHICAGO —In the torrid 
Great Plains where the tem- 
perature has risen over 90° F. 
occasionally, some dealers are 
selling room air conditioners at 
a faster rate than last year. 

But in other areas, from Cali- 
fornia to Virginia, cool days 
and nights have chilled the pub- 


lic’s desire for air conditioners. 

A survey of dealers attending 
a summer bull session sponsored 
by the National Appliance & 
Radio-TV Dealers Association 
here recently, found few of 
them cheering about their air 
conditioner sales record. 

R. D. O'Callahan of Des 

(Concluded on Page 19, Col. 2) 


sented here at the annual meet- 
ting of the Association of Food 
& Drug Officials of the U. S. 

C. S. Brinsfield, chairman of 
the association’s Frozen Foods 
Standards Subcommittee, re- 
ported that less than half of 
6,999 cabinets checked in a 
four-month nationwide survey 
had actual temperatures of zero 
or below. 

Yet, the built-in thermom- 
eters in three out of four of the 
1,483 stores so equipped were 
showing zero or below at the 
time of the survey, it was 
stated. Three cabinets out of 10 
had actual temperatures above 
5°, ranging to more than 26°. 

The National Association of 
Frozen Food Packers, which co- 
operated with AFDOUS in the 
survey, recommends holding 
temperatures no higher than 
zero to maintain top quality in 
frozen foods. 

Regardless of cabinet tem- 
perature, surveyors found that 
in one-third of the stores visit- 
ed frozen food packages were 
being displayed above the frost 
lines of the cabinets where, 
equipment manufacturers say, 
0° cannot be maintained. 

Moreover, one store in eight 
was found to have frozen foods 
in either stock or sales rooms 
under no refrigeration whatso- 
ever. Temperature of more than 

(Concluded on Page 19, Col. 4) 
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1957 Powder Puff Derby Winner To Pilot “Carrier Pigeon’ 


CARRIER PIGEON, shown with its pilot, Mrs. Alice Roberts, will be entered in the 
1958 Powder Puff Derby under the sponsorship of Carrier Corp. and Black & Ryan 
Air Conditioning Co., Phoenix distributor. Owner of the plane is Charles Roberts, 
Carrier dealer in Phoenix and husband of Alice. Mrs. Roberts, who won the Derby 
last year, will have a Carrier portable air conditioner as her companion on the 
2,177-mile trip from San Diego, Calif. to Charleston, S. C. Her co-pilot on the 
flight, which starts on July 4, will be Dottie Saunders of San Diego. 


28% More Olds 
Get Cooling 


Than In 1957 


LANSING, Mich.—More 1958 
Oldsmobile owners are ordering 
their cars equipped with air 
conditioning than at any other 
time in Oldsmobile history, Jack 
F. Wolfram, Oldsmobile general 
manager and vice president of 
General Motors, announced. 

The comparative sales figures 
are based on both factory and 
dealer installed Oldsmobile air 
conditioners. 

In terms of production, Wolf- 
ram said, this means that ap- 
proximately one out of every 
eight 1958 Oldsmobiles is 
equipped with air conditioning 
as compared to one out of every 
11 over the same production 
period last year. This represents 
an increase of more than 28%. 
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RisAC Wins Room Unit Exemption 
Extension from Chicago Department 


WASHINGTON, D. C. — The 
City of Chicago Inspection De- 
partment has notified the Re- 
frigeration Industry Safety Ad- 
visory Committee that it will 
continue to permit installation 
of room units rated up to 2 hp. 
or 16,000 B.t.u.h. capacity “in 
accordance with ARI Standard 
ratings and constructed to ARI 
Standards . . .” throughout the 
year 1959. 

The action, which is an exten- 
sion of an earlier exemption of 
room units of these sizes from 
city regulations affecting larger 
units, resulted from presenta- 
tions by RISAC to the city gov- 
ernment, it was pointed out. 

The ruling was anxiously 
awaited by room unit makers 
who are now engineering their 


“*T would like to see one of your engineers about 
‘a fresh new approach’ to my tubing problem... like you talk about in your ads.”’ 


Aside from offering its customers a quality product at the 
right price, H & H prides itself on the ingenuity of its engi- 
neers and metallurgists whose services are available to 


Expect the BEST 
brass and copper 
products from 


customers. Perhaps a talk with one of them can help you 
build a better product at less cost through an improved 
parts design or through the development of a metal alloy 
more favorable to your application. Why not call today? 


TUBE AND MANUFACTURING CO. 


271 N. Forman Avenue, Detroit 17, Michigan * Offices from Coast to Coast 
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METALFLO LOCKSEAM COIL STRIP 


SEAMLESS TUBING 


TUBULAR PARTS 


1959 lines. It applies only to 
critically charged window model 
units in the above size range 
and employing capillary tubes 
for metering the refrigerant to 
the evaporator. 

Units covered by the exemp- 
tion “will not contain pressure 
vessels such as liquid receivers 
or shell condensers,” according 
to the letter from Gerald Gearon, 
supervising mechanical engineer 
and chief deputy inspector of 
the department for the inspec- 
tion of steam boilers, unfired 
pressure vessels, and cooling 
plants. 


Milwaukee Bill Would 
Impose Charge on 


‘Some Cooling Units 


MILWAUKEE—tThe city will 
renew efforts to impose a spe- 
cial charge on large air condi- 
tioning equipment which does 
not re-use cooling water, the 
city water policy board decided. 

The new proposed ordinance, 
suggested by Ald. Vel Phillips, 
would exempt from the charge 
equipment in use when the or- 
dinance is passed, but less than 
15 years old. Board members 
said this provision should re- 
move most of the objections 
which led to defeat of the spe- 
cial fee in the common council 
April 14. 


Meat Case In Cyprus 
Looted by Rioters 


NICOSIA, Cyprus. — A 
British dispatch describing 
the rioting and looting that 
has occurred in outbreaks be- 
tween Greeks and Turks here 
reported that mobs broke 
through an iron gate to the 
market place and scooped up 
every scrap of meat and 
vegetables in sight. 

It noted that “a particu- 
larly vicious attack” was 
made on the market’s meat 
refrigerator. 


Nirs Order Hits 
Union Membership 


Contract Requirement 


CHEYENNE, Wyo.—The Na- 
tional Labor Relations Board 
has recently ordered Local 192 
of the United Association to eli- 
minate from its contract with 
the Master Plumbing & Heat- 
ing, Air Conditioning and Pipe 
Fitting Contractors of Cheyenne 
and Laramie any agreement 
that conditions hire of appli- 
cants or tenure of employment 
on membership in or clearance 
by the union. 

Local 192 was also ordered to 
notify Superior Plumbing & 
Heating Co. that it had no ob- 
jection to the continued em- 
ployment of Raymond L. Mor- 
genstern. The union had at- 
tempted to cause Superior to 
discharge Morgenstern because 
he refused to pay a fine assessed 
against him by the union. This 
made him a member not in good 
standing, the union contended. 
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Fashions in Furnaces 
py GENERAL ELECTRIC 


o 


You'll do a HANDSOME BUSINESS 


with this line of PROFITABLE ALL-NEW 


eneral Electric Gas Furnaces 


NEW obmpanial LINE 


The Imperial is General Electric’s premium quality furnace! It combines 
all the finest safety, engineering and design features:—famous cast-iron 
“Pinpoint” heat exchanger for quicker, more economical heat—General 
Electric’s unmatched ten-year warranty —simplified wiring — quiet per- 
formance — rugged construction — two-tone gray styling. No need to hide 
this handsome furnace — it’s as smart as an ultra-modern kitchen appli- 
ance. Smallest unit takes only 21”x30%” of floor space. Better still! The 
Imperial easily “grows” into year round General Electric Whole-House 
Air Conditioning. BTUH input: 90,000 to 210,000, upflow — 75,000 to 
150,000 downflow. 


“GENERAL QB ELECTRIC 


Conditioning Department, Tyler, Texas. 


GENERAL @@ ELECTRIC 


AIR CONDITIONING DEPARTMENT TYLER, TEXAS 


OPERATION UPTURN means General Electric will go 
all out to accelerate an upturn in business in 1958. It 
will help boost dealer sales and profits. So get in on 
the ground floor! For complete details of OPERATION 
UPTURN and a General Electric franchise, call your 
nearest General Electric Heating and Air Conditioning 
distributor—listed in the yellow pages of your phone 
book—or mail coupon. General Electric Company, Air 


MARKET...ONLY 55” HIGH 


COOLING 
ou 


cemeoncQeiverere 


Both 

Furnaces 
“grow” into 
year ‘round 
Air 
Conditioners 


NEW («elon LINE 


Ideally priced for the builder market and for the profitable modernization 
and replacement market. Smallest unit takes only 15”x 28” of floor space. 
Minimum clearances approved by A.G.A.: sides, rear and combustible 
flooring, zero clearance—front and flue, only 6”—above plenum, only 1”. 
Ideal for closet installation. Simplified wiring, quiet blower, advanced 
cast-iron burner design, ‘““Thermal-Trap” heat exchanger with ten-year 
warranty. Priced competitively to profit you. Two types—one for normal 
heating and air conditioning; one for above-average cooling joads. Both 
types “grow” into year ’round Whole-House Air Conditioning. BTUH 
input: upflow and downflow, 75,000 to 150,000. 


General Electric Company ACD 13 
Air Conditioning Dept., Tyler, Texas 


UPTURN. 
Name 


ENCLOSURE 


ee 


I would like complete information on the General Electric 
Air Conditioning Department Franchise—and OPERATION 


Firm Name 


Address. 


City. Zone State 
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Oil Heating Dealers Need Cooling -- 


(Concluded from Page 1, Col. 3) 
“There is no business more 


seasonal than our’s,” he de- 
clared. 
“Air conditioning is a na- 


tural for us. Reputable manu- 
facturers are anxious to fran- 
chise oil heating dealers,” he 
asserted. 

In the private discussion that 
followed his presentation before 
the general meeting, Dickover 
told interested dealers that “me- 
chanically, there’s nothing very 


mysterious about air condition- . 


ing,” and that competent oil 
burner servicemen can _ be 
trained to handle air condition- 
ing service, which “nowadays is 
chiefly one of changing compo- 
nents.” 

He cautioned, however, that 
making heat gain calculations 
and sizing of air conditioning 
equipment is much more criti- 


cal than heating applications, 
and he stressed the necessity 
of getting lined up with a reput- 
able manufacturer who supplies 
good equipment. 

“Don’t guess when you're 
making the heat gain survey,” 
he advised. 

“You're going to make mis- 
takes, some expensive mistakes; 
don’t kid yourself,” Dickover 
also warned. 

As for the training involved 
to get into air conditioning, he 
suggested that first the super- 
visor has to learn it, and then 
the installation and serviceman 
can be trained. 

One dealer present, however, 
said he tried to hire experienced 
air conditioning mechanics and 
then teach these men the heat- 
ing service, which could be 
learned more quickly. 

Another dealer urged that the 


oil dealer interested in air con- 
ditioning “should get an engi- 
neer who knows air condition- 
ing because it’s a hell of a lot 
different from heating, and get 
a good experienced mechanic. 
You also should line up a good 
electrician and a good duct 
man.” 

Dickover expressed his view 
that ‘at the present time the 
only really satisfactory type of 
system of residential air condi- 
tioning is that which circulates 
cool air through ducts. Chilled 
water systems are more expen- 
sive.” 

Here, however, a dealer point- 
ed out that his firm was located 
in a “wet heat” area and that 
extensive promotion of air con- 
ditioning would find him push- 
ing warm air heating. 

Attic installation of air con- 
ditioning without disturbing 
the existing wet heat system 
was suggested as a _ possible 
answer to this problem. 
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Brunner Co. Moving 
To W. Hartford 


WEST HARTFORD; Conn.— 
Cecil Boling, president of Dun- 
ham-Bush, Inc., revealed plans 
to move operations of the com- 
pany’s subsidiary, The Brunner 
Co., from Gainesville, Ga. to 
the West Hartford plant. 

The manufacture of motor 
compressors and semi-hermetic 
condensing units, presently 
being handled at Gainesville, 
will be transferred in its en- 
tirety to the West Hartford 
plant. 

Pointing out that the shift is 
another major step in the com- 
pany’s long-range plans to 
streamline production and make 
the most efficient use of exist- 
ing plant capacity, Boling ex- 
plained that, when completed, 
the shift will bring under a 
single roof manufacture of the 


THIS 3°x 6,’ REFRIGERATOR DOOR 


weighs 123 pounds anp 
IS ABSOLUTELY WARP-PROOF 


AT LAST, the new science of plastics comes to the refrig- 
erator door field. Here, in gleaming fiber glass, is a truly 
revolutionary product development. This walk-in door is 
sheathed in molded fiber glass, insulated with expanded 
polyurethane and sealed so that any possibility of mois- 
ture absorption is locked out. It’s weight is one-fourth 
to one-third that of conventional wood doors. It can’t 
rot, corrode, warp or wear. It can be provided in white 
or color, molded in. Never needs painting. Priced com- 
petitively with wood and steel. 


Territories Open to Qualified Wholesalers 
Write — Wire — Phone Today 


WALKER STAINLESS EQUIPMENT COMPANY 


New Lisbon, Wisconsin 


Phone LOgan 2-3151 


entire Brunner line of compres- 
sors and condensing units. 

The transfer of operations 
follows a series of other key 
steps which included moving of 
all sheet metal forming and coil 
production from West Hartford 
to Michigan City, Ind. and the 
shift of air compressors and 
open type condensing unit man- 
ufacturing from Utica, N. Y. to 
West Hartford. 

Slated to begin in mid-July, 
it is expected that the move will 
be completed by early Septem- 
ber. 


Mayors, Clergy, Union 
Hit G-E Plant Move 


EAST ORANGE, N. J.—To 
oppose General Electric Co.’s 
plans to move its air condition- 
ing plant from Bloomfield to 
Tyler, Texas, some 40 mayors 
in this area and members of the 
clergy have joined forces with 
Local 442, International Union 
of Electrical, Radio and Machine 
Works. 

They seek a meeting with 
company officials. 

The local contends that 1,100 
jobs are at stake and a loss to 
the communities of millions of 
dollars in payroll spending. 
Only foremen and others in 
supervisory positions have been 
ask to move to Texas, the local 
said. 


Court Ruling -- 


(Concluded from Page 1, Col. 2) 


court’s satisfaction that these 
room air conditioners had a 
total horsepower output of more 
than 1 hp. 

Effect of the decision was in- 
dicated by a finding of the 
court that the present District 
Director of Internal Revenue at 
Chicago has assessed and pro- 
poses to assess against Cory, 
Mitchell, and Pearce Products 
Corp. (Mitchell and Pearce have 
since merged into Cory Corp.) 
substantially more than $1 mil- 
lion in Federal excise taxes 
upon sales of air conditioning 
units similar to those described 
in this case. 

In all probability, other man- 
ufacturers of room air condi- 
tioners would be similarly af- 
fected. 

The court, in its conclusions 
of law, stated: 

“Under the revenue rulings, 
an air conditioning unit of the 
motor-driven compressor type is 
not subject to Federal excise 
tax if the actual horsepower 
output of its compressor motor 
at standard ASRE test condi- 
tions is 1 hp. or more.” 


17-CASE Cap. SELF-CONTAINED 


BEVERAGECOOLER $250 
6 or more $235—10 or more $225 
Stainless steel doors and track. Top, 
front and 2 sides finished in ‘“Multi- 
kolor". All radius and ball corners. 
Tecumseh unit, concealed coils. No 
interior obstructions of unit or blower. 

Size—52" |. x 26” w. x 39” h. 


4-BROTHERS 


REFRIGERATION MFG.CO., INC. 
1427 S. 8th St. Phila. 47, Pa. 
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HERES WHERE 
THE RUBBER MEETS THE ROADS 


Yes, here’s where the successful dealers stand out. SERVICE. servicemen —and all the other elements Frigidaire dealers need 


to keep their service — and sales — advantage in the industry. 
We must always remember that to a housewife a dealer is a great 4 ° 4 


guy when he delivers a big, shiny, new appliance. And that’s the In light of all this, How does the road ahead look to YOU? 
way we want it to be—always. 
FRIGIDAIRE DIVISION, 


It’s a known fact that a dealer must live up to his service respon- General Motors Corporation, Dayton 1, Ohio 


-sibilities, too, if he wants to stay on Mrs. Housewife’s list—and 
her friends’ lists—for future sales. 


Should service ever be necessary, it’s his responsibility to dispatch 
a serviceman immediately; a serviceman who is neat, polite and 
knows his job. 


Frigidaire helps dealers stay “great guys” in customers’ eyes. 


TYPICAL GENERAL MOTORS TRAINING CENTER 


‘ How? By developing and offering complete training in General ue : ‘ 
Motors Training Centers, Award of Merit programs, Dealer Service Factory-trained” is a much-shused phases -—-but mot for 
rl a : : : Frigidaire servicemen! Strategically located service centers 
Operating Guides, Tech-Talk and Tech-Tips publications for offer a complete range of courses from “Fundamentals” 


(Theory) through “Shop Repairs” (First Hand Experience) 
F to The Ideal Serviceman (Practice)—covering every 
Frigidaire product. No tuition charge to Frigidaire Dealers. 


je IN SERVICE ASSISTANCE AS IN SALES 


GOLOEN 
ANNIVERSARY 
Frigidaire— Built and 
Backed by Genera! Motors 


Us i Ls Ls Ui LS i Le Li Li Ls I Ls TTT Li Ls Ls Ls i 1 Wt Ls | Le i Ls yr yr Li La T Ls i Ls yt Li tT TT Ls i Ls Ls i Ui Ls i Ls Ls LS i Lp La Ls , 
fC eae eee ree PS) oe oe 
| Measure up to Opportunity with Golden Rule Service 


GENUINE PROMOTIONAL PRODUCT 
FRIGIDAIRE RECONDITIONING 
GUIDE 


AWARD OF MOTIVATION TRAINING 
MERIT PROGRAM FILMS PROGRAMS 
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Air Conditioning 


Chicago Contractors Report Soft, Slow Cooling Market-- 


(Concluded from Page 1) 
he commented. “We are fortu- 
nate to have several large jobs 
in progress. We are depending 
on them to keep busy. 

“If we get a good hot spell 
pretty soon, there is a chance 
of a pick-up If we don’t get one, 
sales won’t improve this year.” 

“T’ve never seen a year this 
bad,” moans Tom Reedy of 
Northtown and Southtown Re- 
frigeration Corps. “Across the 
board sales are down about 55% 
from last year. 

“We are figuring an awful lot 
of stuff, but people are procras- 
tinating about signing on the 
dotted line.” 

Though air conditioning sales 
were in the doldrums, Reedy 
hastened to note that over-all 
business was not so bad. Auto 
air conditioning sales are doing 
fine, he said, and service is hold- 
ing up nicely. 


“Our business is like a three- 
ring circus,”’ he asserted. “If we 
could get all three rings going, 
it would be wonderful.” 

Jesse Swartz, sales manager 
of Resco, Inc., largely in the 
residential market, is experienc- 
ing the same trouble. 

With sales 50% behind last 
year, he attributes all the differ- 
ence to the weather. 

“We are doing all the smart 
selling we know,” he comment- 
ed. “We are working just as 
hard as we did last year. But we 
just aren’t making the sales. 

“This is our third cold sum- 
mer in a row. I’m afraid it’s 
going to set us back a couple of 
years in the residential market. 
People preparing to build homes 
will stop planning on air condi- 
tioning. They will become con- 
vinced that they don’t need it.” 

Hold-over packaged equip- 
ment from last year that some 


distributors are allegedly offer- 
ing at “ridiculous” prices is de- 
pressing the small commercial 
market, according to Thomas 
Ryan, sales manager for Mur- 
phy & Miller, Inc., York dis- 
tributor. 

He also blames slower busi- 
ness activity as well as the 
weather for sluggish air condi- 
tioning sales. Large industrial 
business is holding up pretty 
well, however, he said. 

Harold Kayser of R. Cooper, 
Jr., Inc., G-E distributor, com- 
mented that industrial and com- 
mercial sales to contractors 
were about equal to last year. 
“It’s not good,” he said. 

Harry Schaffer, sales man- 
ager of Enterprise Heat & Air 
Conditioning Co., agrees pretty 
much with Ryan on the com- 
mercial market. “It’s just a toe 
to toe situation,” he remarked. 
“The commercial inquiries are 
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there, but to sell it’s a question 
of when and how much.” 

Schaffer believed that over-all 
his company is doing as well as 
last year. “Sales were wonder- 
ful up until the first of June. 
But with the cold weather they 
have fallen off since then.” 

Donald Dorge, sales manager 
for Home Gas Industries, Inc., 
distributor of Mueller Climatrol 
air conditioners, found residen- 
tial sales about 25% off from 
last year. 

Seymour Blum, president of 
American Comfort Mfg. Co., 
who assembles and sells his own 
residential air conditioner, finds 
the market soft, with sales a 
little bit off from last year. 

“People who planned for air 
conditioning this summer are 
buying,”’ he said. “Those who 
are waiting for a heat wave are 
lagging.” 

Blum said his sales. promo- 
tion was about as heavy as last 
year. 

James Smerz, sales manager 


', industry firms. 


for Air Comfort Corp., dis- 
tributing Carrier equipment, 
found business about the same 
as last year. But, he said, room 
air conditioners are quite a bit 
below quota for this year, com- 
mercial packaged sales are 
about equal to quota, and indus- 
trial sales are “above expecta- 
tions.” 

James B. Hill of L. C. Kohn- 
man, Inc. finds that large equip- 
ment air conditioning sales have 
pretty well followed the con- 
struction trends. As construc- 
tion falls off so does air condi- 
tioning. 


Rehirings, Extended 
Work Weeks Reported 
By Manufacturers 


DETROIT—Announcement of 
rehirings and extended work 
weeks were reported by several 


“you can go "tien 
with tested, 


HEATING AND 
AIR CONDITIONING 


GO PLACES WITH ROUND OAK QUALITY 


You can depend on Round Oak for efficient, long-lasting satisfying operation. Design 
and construction are backed by more than 50 years of successful experience combined 
with intensive laboratory research and extensive field testing. Every new design and 
every improvement are proved and approved by 


“in-the-home” 


GO PLACES WITH ROUND OAK SATISFACTION 


You can bank on ready acceptance of Round Oak. Through the years, home owners 
have learned that Round Oak means low operating cost with minimum service. Builders 
and Financing Agencies know that Round Oak always delivers full value. 


GO PLACES WITH ROUND OAK PROFIT POTENTIAL 


Round Oak factory assembled equipment assures you fast, time saving, low cost installa- 
tions. Quality construction and easy-to-service design cut your first-year service liabilty to 


the bone. So you’re bound to end up with greater NET profits. 


IF YOU'RE HIRED OF GOING NOWHERE, TRY... 


---- ROUND 


NAME 


installations. 


Round Oak Co., Inc., Dowagiac, Michigan 


Gentlemen: I’m interested in going places with Round Oak, 
Please send me full information on your complete line of 
performance-proven heating and air conditioning equipment. 


OAK ---- 


FIRM NAME 


STREET. 


CITY. 


STATE 


Amana_ Refrigeration, Inc. 
has begun a 9-hour daily work 
shedule and half-day on Satur- 
days, reports George C. Foerst- 
ner, executive vice president. 

A 48% increase in demand 
for Amana air conditioners and 
a 10% increase in freezer 
sales over last year were credit- 
ed for the production spurt. 

W. R. Stephens, president of 
Arkla Air Conditioning Corp., 
announced earlier this month 
that production at Arkla’s 
Evansville plant has_ been 
stepped up to three shifts daily 
six days a week. 

Gas air conditioner produc- 
tion is now at the rate of 10,000 
units a year, he said. 

Air conditioning assembly de- 
partment at Mueller Climatrol 
has been placed on a 53-hour 
work week and the foundry on 
a regular 40-hour week. Em- 
ployment has increased about 
10% in the last two months, ac- 
cording to Curt E. Hoerig, man- 
ufacturing vice president. 

Delco Appliance Div., General 
Motors Corp., has rehired more 
than 500 workers since May 1, 
said Paul Rutherford, general 
manager. He expects the rehir- 
ing trend to continue. 


hte Low Temperature 
. HEAT TRAP oon. 
ae 


Defrosts Automatically 


® FOR FREEZING AND STORING 

FROZEN FOOD AND INDUSTRIAL 

LOW TEMPERATURE APPLICATIONS 
WITT DEFROSTAIR heat trap coil requires only o low} 
cost single pole, double-throw, time clock for com- 
plete automatic defrosting. Easy low cost installation | 
[Requires no re-evaporation or special plumbing. | 
vailable in 17 models in BTU capacities of from 
1,800 to 38,000 at 10° T.D. | 
For light frost applications and fresh meat 
refrigerators with temperatures between 28° 
and 33°F, use the new, inexpensive, highly 
efficient COR-LECTRIC. 
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G-E’s New ‘Thermaline’ Has Air Cycle, 
Rather Than Refrigerant Flow, Reversed 


LOUISVILLE, Ky. — Public 
announcement of General Elec- 
tric Co.’s new “Thermaline”’ 
heating-cooling unit for through 
the wall installation was made 
recently by Paul M. Augenstein, 
general manager of the room air 
conditioner department. 


Details of the unit were dis- 
closed earlier by C. K. Rieger, 
vice president and general man- 
ager of G-E’s appliance and 
television receiver division. 
They were published on page 1 
of the April 7 issue of the 
NEws. 

Although the Thermaline is 
not expected to be available 
until next spring, it gained na- 
tional attention through a pic- 
ture story in Life magazine dis- 
tributed June 19. 

The Thermaline is basically 


a heat pump unit, but with the 
air cycle reversed rather than 
the flow of refrigerant. Panels 
block off air flow over the con- 
denser or evaporator coils, de- 
pending on whether cooling or 
heating is called for. 

As pictured in Life, condens- 
er and evaporator are helical 
coils on a horizontal axis sepa- 
rated by a fan. 

Greater heating capacity than 
the conventional heat pump is 
claimed for the unit. 

“The Thermaline is the only 
air-to-air heat pump we know 
about that works right down to 
zero and below,” Augenstein de- 
clared. “Even at zero the 
Thermaline gives almost two 
pennies worth of heat for every 
penny’s worth of electricity. 

“At temperatures below freez- 


ing, the Thermaline is approxi- 
mately twice as efficient as any 
other zonal heat pump now 
available,” he claimed. 

Since last fall, he said, Ther- 
malines of 3%, and 1 hp. have 
been the sole means of heating 
and cooling test homes in eight 
cities with differing climates. 
Five or six units are installed in 
each of the test homes. 


(The St. Louis Globe-Demo- 
crat reported that the Therma- 
line is being used in the Gold 
Medallion home in Walnut 
Grove Hills recently opened. 

The Thermaline is 35% in. 
long, 18% in. high, and 17 in. 
deep. It extends only 3% in. 
into the room. It is covered with 
a panel that is papered or paint- 
ed to harmonize with wall finish. 

Rieger said that enough 


GENERAL ELECTRIC'S new Thermaline is 
basically a heat pump, but is said to do 
what no heat pump has been able to do 
before. Since last fall, Thermalines of 
¥% or 1 hp. have been the sole means 
of heating and cooling test homes in 
Virginia, Ohio, Indiana, Missouri, and 
California. Five to six Thermalines are 
installed in each of these test homes. 


units to zone control an entire 
home would cost slightly more 
than a central system, but in- 


Residential Air Conditioning 


NOW BEING field-tested is G-E's Therma- 
line, a new unit for heating and cooling. 


The unit can be installed through the 

wall during construction of new homes 

and modernization of existing dwellings. 

Front of the unit extends only 3% in. 

into the room. The covering panel is 

painted or papered to harmonize with 
the room's interior. 


stallation costs would be less. 
It is estimated that the units 
will be priced at about $300. 


During the rush season, you'll 
INSTALL MORE JOBS, MAKE MORE MONEY 
with new G-B DUCT! 


Don’t miss the boat during the busy months that lie ahead — see your local distributor 
of new G-B Duct right away about the first prefabricated round glass fiber duct! Actual 
cost comparisons reveal that G-B Duct, compared with metal insulated ducts, can save you 


22%-27% on application costs— and up to 50% in installation time! 


Here’s why: G-B Duct comes in one-piece 6-ft. sections, ready-to-use—no pre- 
assembly, no folding. With G-B Duct there are no longitudinal flaps or seams to be 
stapled and taped—no messy adhesives and no drying time. G-B Duct can easily be 
cut and fitted with a knife and the templates provided, and sheet metal collars and 
connections are readily available. Sizing is no problem because G-B Duct is made in the 


same nominal sizes as round sheet meial pipe and fittings. 


For every heating, air conditioning or combination job, use G-B Duct —and you'll 
save time and money. And after installation, you'll have no worries about a “tight” job. 
Uniformly thick glass fiber walls provide positive thermal insulation and maximum sound 
absorption, while the continuous : plastic vapor barrier sleeve positively prevents 


condensation. 


FOR NAME OF YOUR NEAREST SUPPLIER, SEE ADJOINING COLUMN 


USidINGD AGONY ao 


8 W. 10th St., 
Thermal and wneties glass fiber insulations 


Kansas City, Mo. 


Pipe couplings Sn age fittings 


Molded glass fiber pipe insulation 


G-B DUCT 
DISTRIBUTORS 


AMARILLO, Morrison Supply Co. 
ATLANTA, Reynolds Aluminum Supply Co. 
AUGUSTA, Ga., Noland Co. 

BALTIMORE, Leroy Insulation Co. 
BILLINGS, Mont., Big Horn Supply, Inc. 
BIRMINGHAM, Hall- Soemeene Co. 


Hart-Gree 


Shook & Fletcher Supply Co. 
BROOKLINE, Mass., Homans-Kohler, Inc. 
BUFFALO, Industrial Insulation Sales, Inc. 
CHARLESTON, Dunbar Metal & Supply Co., Inc. 
CHARLOTTE, N. C., Guy M. Beaty & Co. 
CHATTANOOGA, Guy M. Beaty & Co. 
CHICAGO, E. C. Carison Co. 
CLEVELAND, The Miles Materials Co. 
COLUMBUS, Santeler Brothers 
CORPUS CHRISTI, Precision Insulation Co. 
DALLAS, Insulation mg Ay Co., Inc. 


Payne-Ladewig, 
DAVENPORT, Republic Electric Co. 
DECATUR, Ga., Lennox Industries 
DENVER, Gene Wright Lumber Co. 
DES MOINES, lowa Asbestos Company, Inc. 


DETROIT, J. L. Johnston Co. 
FORT WORTH, The Bracken Company 
HOUSTON, Precision Insulation 


INDIANAPOLIS, Central Supply Company 
JACKSON, Miss., Paine Refrigeration & Supply Co. 
JACKSONVILLE, Florida Air Conditioners 


Southernair Distributors 


KANSAS CITY, Kelley Asbestos Products Co. 
LITTLE ROCK, Gunn Distributing Co., Inc 


LOS ANGELES, Western Fibrous Glass Products Co. 
LOUISVILLE, General Insulation & Roofing Co. 
LUBBOCK, Tex., Morrison Supply Co. 
MIAMI, Crabtree Insulation Co. 

Fiber Duct Distributors 


MYRTLE BEACH, S. C., Air Conditioning Supply 


NEW HAVEN, Conn., 
NEW ORLEANS, Eagle Asbestos & Packing Co. 
NEW YORK, Eastern Steam Specialty Co. 
NORFOLK, Va., Automatic Equipment Sales Co. 
OMAHA, Cardinal Supply Co. 

ODESSA, Tex., 
PHILADELPHIA, John F. Scanian, Inc. 
PHOENIX, Kircher Asbestos & Rubber Co. 


insulation Supply Co. 


Morrison Supply Co. 


PITTSBURGH, Dravo Corporation 
RICHMOND, Automatic Equipment Saies Co., Inc 


Reynolds Aluminum Supply Co. 
ROCKFORD, Iil., 
ST. LOUIS, Hollander & Co., Inc 
SALISBURY, Md., Automatic Equipment Sales Co., Inc. 
SALT LAKE CITY, Bullough Asbestos Supply Co. 
SAN ANTONIO, The Bracken Co. 
SAN FRANCISCO, Western Fibrous Glass Products Co. 


Mott Brothers 


SEATTLE, Western Fibrous Glass Products Co. 
SHREVEPORT, La., Frith Sales Co. 

SOUTH BEND, Place & Co. 

SYRACUSE, Industrial Supply Co. 
TALLAHASSEE, Baker's, Inc. 

TAMPA, Eagle Roofing & Art Metal Works 


TIN 


TULSA, Ball Distributing & Engineering Co. 


VANCOUVER, Fleck Bros., Ltd. 
WALDORF, Md., Automatic Equipment Sales Co., inc. 
WASHINGTON, D. C., Waiter E. Campbell &. 


BA 


Wilson Supply Co., 


WINSTON-SALEM, WN. C., Air Gondibenne Supply 
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GENE MOHR is sitting in the dining half of the 
galley. An insulated sheet metal duct is behind 
the plywood furring. The grille distributes the 
air in four directions making the installation 
draft free. The duct is located where a condiment 


ALUMINUM Waterloo register serving the crew's 

quarters forward receives air through an_ insu- 

lated sheet metal duct located behind the plywood 
furring. 


THREE motor compressor units are located in the aig CONDITIONING unit in the owner's cabin wos 
lazarette. The condensers are made of cupr-nickle for placed on a shelf in a locker. A stateroom adjo- 


cooling with salt water. Most of the space taken up by cent to this cabin receives conditioned air through a 


m..BUYING 
QUALITY 


is money in 
your pocket 


Increased profits for you come 
from Fraser-Johnston top 
quality engineering and con- 
struction which assure you... 


FAIR 
MARGIN 


SATISFIED 
CUSTOMERS 


EASIER 
FASTER 
INSTALLATION 


PROPERLY 
SIZED 
INSTALLATIONS 


FEWER 
CALL BACKS 


vi: i 
. 


Fraser-Johnston’s basement, upflow, count@iiamaemerizontal 
furnaces with matching coils and @@@emsing wnits make 
Ee 


up today’s “value line of the air conditioning dustry.” 
Write for complete catalog and pricé§. 


owe Tongepe Jobostow 


OVER A QUARTER CENTURY OF LEADERSHIP + 1900 - 17TH STREET, SAN FRANCISCO, CALIFORNIA Gam 


shelf was. 


Overcome Space 


Problem To Cool 
Deluxe Yacht 


HOUSTON, Texas — Modern 
central air conditioning has ex- 
tended into the deluxe yacht 
market as evidenced by the Sea 
Wolf owned by Gene Mohr, 
president of Mohr Buick Co. 
here. 

Several “unique” features 
have been designed into the Sea 
Wolf’s system by O. E. Lewis 
Co., New Orleans, it was re- 
ported. 

Actually there are three sys- 
tems—one serving the crew’s 
quarters and galley, a second 
for the main lounge, and a third 
for the owner’s cabin and 
stateroom. 

Each system has its own com- 
pressor, cooled by salt water. 
Each system can be operated 
independently of the other. Con- 
trols are placed together in the 
galley adjacent to other exist- 
ing electrical controls. 

The yacht’s 15 kw. generator 
can handle the three compres- 
sors at normal load but not 
simultaneously at __ start-up. 
Time relays prevent all three 
compressors from coming on 
the line at once. The three 
switches are connected in series 
with thermostats in each of the 
three sections of the luxury 
yacht. 

The three compressors (2 hp. 
each) are placed in the lazarette 
in the stern which was former- 
ly unused except for storage. 
Cooling lines run from the 
compressors to coils in each 
space. 

A fan blows air over the coils 
through registers supplied by 
Waterloo Register Co., Inc. The 
louvers or vanes in the registers 
are adjusted so that the cool air 
is distributed in four directions 
to prevent any uncomfortable 
drafts. 

Space for fans, coils, and 
ducts was a problem. The fan 
and coil serving the owner's 
cabin, for example, was placed 
in the top of a closet. A short 
duct supplying cool air to the 
dining half of the galley occu- 
pies the space formerly used to 
store condiments. The unit serv- 
ing the main lounge is free- 
standing. 

The registers are made of 
aluminum to resist corrosion. 
The condensers are of cupr- 
nickle for cooling with salt 
water. 

The only evidence of the 
$6,000 air conditioning systems 
are the registers and, of course, 
the always comfortable environ- 
ment. 
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“King-Sized’ Refrigeration Cycle To 
Cool Some Phases of Rocketdyne’s 
Missile Testing Program 


LOS ANGELES—When that 
special job calls for equipment 
twice the size of your largest 
model of standard equipment, 
air conditioning manufacturer 
Drayer-Hanson has hit upon one 
answer: 

Form a “twin” unit from two 
of your largest sizes—you’ll 
probably get the order. Case-in- 


point is the giant 160-ton evapo- Co., Los Angeles. 


vanized after fabrication. The 


unit totals up in stature to =| 
twice the size of D-H’s larg- @ 


est standard evaporative cooler. 
A “twin special” from two sepa- 
rate standard pieces of equip- 
ment—and a king-sized order! 
Representing Drayer-Hanson | 
in contract negotiations was its 


sales agent, C. & S Equipment @ 


LEFT: Complete refrigeration 
cycle under way at Com- 
mercial Refrigeration Co. 
will ultimately cool fuel 
and air chambers down to 
40° and below at missile 
test facility, Rocketdyne, 
North American Aviation. 


RIGHT: 160-ton condensing 
capacity is to be furnished 
by this king-sized, two-part 
Drayer-Hanson evaporative 
condenser for one phase of 
missile test cooling. 


rative condenser constructed at ® 
its main-plant facility. 

The specially-designed unit 
will serve as the condensing 
medium for a complete refrig- 
eration cycle which will supply 
a fuel cooling operation for 
North American  Aviation’s 
Rocketdyne facility— part of 
the latter’s missile test program 
in the Santa Susana Mountains, 
outside Chatsworth, Calif. The 
company is primarily concerned 
with the manufacture of rocket 
engine motors. 

The Drayer-Hanson unit will 
be matched with a central-brine 
cooling system specially de- 
signed and fabricated by Com- 
mercial Refrigeration Co. here. 

Commercial Refrigeration, 
prime contractor with North 
American, is furnishing the 
central-brine system full cool-| 
ing installation which will be | 
called up to cool fuel and air 
chambers down to temperatures 
40° and below. Dual systems 
will be supplied in the event of 
breakdown or power failure. 

The D-H evaporative con- 
denser was being fabricated in 
two sections: upper portion 
houses 10-hp. motor and two 
“Aero-Vent” fans, each with 
37,700 c.f.m., 34-in. static pres- 
sure. 

The two major component | 
housings will dovetail into a 
single unit on the job site. For 
protection, the housing and 
sump pan are hot-dipped gal- 


Formation of AsHAE 
Chapter In San Diego 
Advanced by Meeting 


SAN DIEGO, Calif.—Organ- 
ization of a new San Diego 
chapter of the American Society 
of Heating & Air-Conditioning 
Engineers was advanced here 
June 16 at a meeting in the 
San Diego Gas & Electric Co. 
auditorium. 

Speakers included Arthur J. 
Hess of Los Angeles, first vice 
president of ASHAE, and Wes- 
ley O. Stewart of Glendale, 
Calif., regional director of 
ASHAE Region IV covering 
seven western states. 

Hess said he hopes to estab- 
lish and install the new San 
Diego chapter at the time of the 
October meeting of the ASHAE 
board of directors in Las Vegas, 
Nev. 


Operating Costs of Resi- 
dential Air Conditioning 
and What This Means to 
Dealers and Installers. By 
Get R. A. Gonzales—25¢ each. 


copy Mail this ad with your 
name and address to: Air 
Conditioning & Refriger- 
ation News, 450 W. Fort 
St., Detroit 26, Mich. 


“The new PPG Glasfloss Safety-Grille filters definitely improved the service of our air filtering system,” states Mr. Arthur 
C. Kercher. ‘‘Their one-piece chipboard construction has eliminated biow-outs and cut replacement time by 40%.” 


“New PPG Glasfloss Safety-Crille' filters eliminated 


*TRADE-MARK 


blow-outs, reduced replacement time by 40%” 


reports Mr. Arthur C. Kercher, Air Conditioning Engineer, Joseph Horne Co., Pittsburgh, Penna. 


“The new PPG Glasfloss Safety-Grille filters greatly 
improved our air filtering operations at Joseph Horne 
Co.,” states Mr. Kercher. 


NO BLOW-OUTS 


“With the older type metal grille filters previously 
used, we experienced frequent blow-outs. Air is drawn 
through the filter bank at a high velocity; but since 
switching to Glasfloss Safety-Grille filters, the blow-out 
problem has been eliminated. 


SAFER, FASTER INSTALLATION 


“The new chipboard grille of the Safety-Grille filters 
is superior to the metal grille filters we previously used. 
Workmen now install the filters 40% faster than before, 


because there is now no danger of being cut by sharp 
metal edges.” 


LONGER SERVICE, COST SAVINGS 


“The sturdy one-piece construction of the frame and 
grille means that we cut costs through their long usage 
(12 to 16 weeks) and their ease of handling.” 


DO YOUR AIR FILTERS GIVE YOU 
THIS GOOD SERVICE? 

The new Glasfloss Safety-Grille filters will improve 
your air filtering system. They are available in a com- 
plete range of sizes. Call your local Glasfloss Distributor 
or PPG Warehouse for top service. 


A PRODUCT OF PITTSBURGH PLATE GLASS COMPANY 


Sales Offices are located in the following cities: Charlotte, Chicago, Cincinnati, Cleveiand, Detroit, Houston, 
Los Angeles, Minneapolis, New York, Philadelphia, Pittsburgh and St. Louis. 


SYMBOL OF SERVICE FOR: SEVENTY-FIVE YEARS 


PLT TS BURGH. PLATE..GLASS COMPANY 


ANNIVERSARY 
1883-1958 G 
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"Laide Dope” 


7, AROUND THE WORLD IN 50 DAYS 


by GEORGE F. TAUBENECK 


(Continued from Page 1, Col. 1) 


to grant power to a President or 
Premier or to any Party. (May- 
be DeGaulle can cut the mus- 
tard, but most observers doubt 
it.) 

Hence all power rests in their 
multiparty Assembly, which cor- 
responds to our House of Repre- 
sentatives. 

The French legislative body 
seldom legislates. Why? Be- 
cause brainiest Frenchmen es- 
chew politics. Rather, they go 
into business, the professions, or 
choose art as a career. 

Mainly the politicians are 
egoists and posturers who lack 
creative or productive talents. 
Being mainly egoists, they dis- 
agree with everyone else. How 
else does an egoist assert his 


Beautiful But Poor 


Like many another nation 
which rings the Mediterranean 
Sea, Spain is beautiful, agree- 
able to visit—and short of 
foreign exchange money. Par- 
ticularly American currency. 


This means that almost noth- 
ing of American origin can be 
imported. It doesn’t mean that 
refrigeration and air condition- 
ing are dead or dormant in this 
lovely land. On the contrary, 
there’s quite a bit of activity. 


Controls, valves, and switches 
are brought in from Denmark, 
Germany, and Switzerland. Con- 
densing units are built here 
under license from American 
firms (Westinghouse, General 
Electric, Carrier, York, Worth- 


ington, Copeland—also Chaus- 
son-Swiss). And cabinets are 
produced locally. 

Westinghouse claims to be 
the largest Spanish producer of 
household refrigerators — from 
12,000 to 15,000 per year. Gen- 
eral Electric and Chausson (pro- 
duced also by Spanish-owned 
firms) turn out nearly 10,000 
units annually. 

Norge, steered by good friend 
Martin Ribalta of Hijo de J. 
Ribalta, isn’t far behind. 

Odag (Swiss-License) absorp- 
tion refrigerators are fairly big 
here. Some claim they outsell 
Westinghouse. Definite official 
figures are. difficult to obtain, 
however, despite valient cooper- 
ation from the American con- 
sulate. 
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Several factories produce 
commercial compressors, of 
which the most important is 
Gelpha, licensed by Copeland. 
York and Worthington also are 
in the picture. 

Of the 6,500 commercial com- 
pressors (up to 5 hp.) produced 
in Spain last year, Gelpha claims 
to have manufactured 3,156. 


They Love Air 
Conditioning 

Pinched as it may seem to be 
by American standards, Spain is 
a luxury-loving country. Its 
better-off citizens enjoy com- 
forts and good living to a rela- 
tively high degree. Henceforth, 
air conditioning is in demand 
here. 

Modernized hotels in Barce- 
lona, Madrid, Seville, and resort 
towns are air conditioned 
throughout. Tourism is an im- 
portant source of dollars and 


other foreign exchange, and 


tourists demand comfort. 
Restaurants and the better 
shops are air conditioned, also. 
Carrier, York, Westinghouse, 
Worthington—plus Swiss and 
German licensees—are doing 
comparatively well here. 


Luis Rifa of 
General Motors 


Twenty-odd years ago Senor 
Rifa, the Barcelona representa- 
tive of General Motors, was a 
singularly useful and resource- 
ful host during “Dope’s” first 
trip around the world (the Span- 
ish Civil War was beginning 
just then). 

Annually ever since Senor 
Rifa has sent us a handsomely- 
engraved Christmas card. It 
was with genuine anticipation 
we looked forward to renewing 
a long and valued friendship. 

(Concluded on next page) 


ego? 

It is true that French people 
enjoy enviable personal free- 
doms, and that individually they 
are prosperous under this Lack 
of System, this government 
which doesn’t govern. 

“The more things change, the 
more they are the same thing,” 
is an ancient French proverb 
which holds good today. 


Slow Headway for 
Air Conditioning 

Without doubt France is one 
of the loveliest countries any- 
where, and Paris is a jewel. 
But it’s a poor market for air 
conditioning. 

Homes? No. Shops? No. 
Even some of the world’s most 
luxurious hotels here don’t have 
it in any form. 


The climate is temperately 
cool, the air is relatively clean. 
Shrugs the Frenchman, who 
needs it? 


Commercial refrigeration, yes. 
Bars, hotels, restaurants serve 
cool drinks and a watery sort 
of ice cream which, to an Amer- 
ican, is as unsatisfactory as 
cotton candy. 

Meat and fish are refrigerated 
in the food stores, but little else. 


Monsieur R. Modiano, Manag- 
ing Director of Societe Carrier, 
is pioneering air conditioning in 
LaBelle France, along with J. 
Laval of Westinghouse. Prog- 
ress is slow. 


Along the Riviera, and in the 
south of France, they have put 
in a few luxury hotel, theater, 
and night club installations. 


Also a number of French in- 
dustries utilize air conditioning 
in their factories. And all the 
airlines have mobile coolers. 
Room air conditioners? Ah, yes 
—export. Mainly to North 
Africa. 

There’s minor local competi- 
tion on room air conditioners 
for Carrier and Westinghouse. 
Airwell, a Parisien firm, fabri- 
cates them—utilizing imported- 
from-Britain Tecumseh condens- 
ing units. 


In a previous “Dope” the 
healthy situation of France’s 
domestic and commercial refrig- 
eration business was detailed. 
Chief disappointment here was 
that we missed seeing old friend 
Andre Delalande, who was in 
Italy at the time. 
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SO HALSTEAD & MITCHELL ENGINEERS SAID... 


LIKE-NEW PERFORMANCE 
VEAR AFTER YEAR- 


HEM COOLING TOWERS 


Halstead & Mitchell Cooling Towers give rated performance even after years of operation 


Special pressure creosoting of the wood 
fill prevents formation of fungus and algae 
which can build up and restrict the tower 
air flow, reducing system capacity. Only 
Halstead & Mitchell Cooling Towers carry 
a 20-Year Guarantee against failure due to 


H&M Cooling Towers are available in propeller fan, 
centrifugal fan, belt drive, direct drive, and take-apart: 
models. Capacities of 2 through 125 tons. For complete 
information contact your local distributor, or write to’ 
Halstead & Mitchell, Bessemer Bldg., Pittsburgh 22, Pa. 


fungus attack or rotting. 


Sealed fan bearings are permanently lubri- 


cated, require no maintenance. 


Tower housings are completely protected 
against corrosion by separate coatings 
of Vinsynite, Vinyl zinc chromate, and 
chlorinated rubber applied after assembly. 
Every edge, every corner is sealed against 


rust on all H&M Cooling Towers. 
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(Concluded from preceding page) 
Senor Rifa still is in business, 


and still helpful. But it isn’t 
easy for him. Nowadays he can 
import Frigidaire products only 
for resale to the Canary Islands, 
and to privileged diplomats in 
Spain. (General Motors policy 
does not embrace locally-owned 
or licensed factories there.) 
What he lives on now is 
SERVICE, plus specially tailored 
commercial refrigeration and 
air conditioning installations. 
His service organization takes 
care of thousands of Frigidaires 
installed before American cur- 
rency restrictions became so 
restricted, plus refrigeration fa- 


cilities 
American Air Force bases in 
Spain. 


Furthermore, the Rifa organi- © 
clubs, # 


zation equips hotels, 


restaurants, and food markets =] 
with individually fabricated (in & 
its own workshop) open-type # 
reach-in refrigera- # 
tors, ice cream cabinets, pack- # 


showcases, 


aged air conditioners, etc. 


Also, Senor Rifa is first in his % 
arena with such special applica- # 
tions as fighting bull semen and # 
stainless % 
steel cabinets, plus handsomely ; 


antibiotic preservers, 


fashioned ducts and grilles for 
air conditioning in old buildings. 


Emerging Air Conditioning , 


Residential air conditioning 
here—even in palaces and resi- 
dences of the rich—is limited to 
window units. And is rare. 


Llorens Gispert of Auto-Elec- 


located on and near # 


| WHAT .. WHEN .. WHERE 


: National Plumbing-Heating-Cooling Exposition and 
National Association of Plumbing Contractors Convention 
June 30-July 3, Pan Pacific Auditorium, Los Angeles. 
Oil-Heat Institute of America Directors Meeting 
Sept. 3-5, The Homestead, Hot Springs, Va. 
- National Institute of Locker & Freezer Provisioners 


Convention and Exhibit 


Convention 


Sept. 21-24, Hotel Sherman, Chicago. 
Refrigeration & Air Conditioning Contractors Association 


Oct. 12-15, Broadmoor hotel, Colorado Springs, Colo. 


Air-Conditioning & Refrigeration Wholesalers Meeting 
Oct. 22-24, Sheraton-Palace, San Francisco. 


Spain, and does a good job 
under the circumstances. Car- 
rier’s international organization, 
be it said parenthetically, is a 
pace-setter everywhere. 

Other AIR CONDITIONING & 


tridad represents Carrier in REFRIGERATION NEWS subscrib- 


ers who were helpful, informa- 
tion-wise and otherwise, included 
Ramon St. Noble of Angle- 
Espanola de Electricidad, Y. 
Athol of Etablissements Inter- 
mundo, and Salvador Ramon of 
Luministros Electricos. 


SO HALSTEAD & MITCHELL ENGINEERS SAID... 


DF FIN SPACING CUTS CLOGGING 


N HEM AIR-COOLED CONDENSERS 


Maintenance costs are low when you use Halstead & Mitchell Air-Cooled Condensers 


All H&M condensers feature wide spaced 
fins that won’t clog as rapidly with dust or 
other air borne particles. The exclusive 
Turbu-Flo fin design adds surface area 


Type BC condensers are centrifugal models 
for indoor installations and where duct- 
work is required. Available in a wide range 
of sizes, Type BC units can be arranged 


| Whirlpool Sets Up 


Detroit Sales Div. 


| As Brennan Retires 


ST. JOSEPH, Mich. — In 
simultaneous announcements, 
Whirlpool Corp. and Warren E. 
Brennan revealed the resigna- 
tion of the RCA Whirlpool fran- 
chise by Brennan Appliance Dis- 
tributors, Detroit, and the es- 
tablishment there of the Detroit 
Sales Div. of Whirlpool. 

In a personal letter to 200 
Detroit Dealers, Brennan said 
that after 30 years in the appli- 
ance business he had reached 
the point where he wanted to 
retire. Brennan employes, he 
said, will be offered the oppor- 
tunity to continue with the 
Whirlpool branch, which will 
conduct its operations from the 
former Brennan offices and 
warehouse at 1965 Porter St. 

Harper Dowell, Whirlpool 
manager of distribution, said 
the new branch in no way rep- 
resents a change in Whirlpool 
Corp.’s policy of distribution 
through independent wholesal- 
ers. 

“A branch in a major metro- 
politan area close to our head- 
quarters gives us an opportuni- 
ty to study its operation, dis- 
cover its advantages and dis- 
advantages, and learn things 
that will be helpful to all our 
distributors.” 

Dowell announced that the 
general manager of the Detroit 
branch will be C. Reg Arm- 
strong, currently sales manager 
of Whirlpool’s electric utility 
division and formerly general 
manager of the appliance divi- 
sion of Buhl Sons Co. in Detroit. 

Thomas W. Brennan, execu- 
tive vice president of the Bren- 
nan organization, will work 
with Armstrong as associate 
manager and Donald M. Peder- 
son will retain the title of sales 
manager. 


and improves heat transfer by up to 15%. to exhaust equipment room heat in sum- 
mer, and to utilize condenser heat in 


winter. 


Industrial Distribution 
Scholarship at Temple 
Offered by Potts 


PHILADELPHIA — The es- 
tablishment of a four-year 
scholarship in industrial distri- 
bution by the Horace T. Potts 
Co., steel warehouse specialist, 
has been announced jointly by 

Horace T. Potts, II, president 
| i of the company, and Dr. Robert 


L. Johnson, president of Temple 


university. Dr. Johnson said, 


Large fans driven at low speeds assure 
quiet operation of even the biggest units. 
Multiple circuiting to meet the require- 
ments of the individual job is furnished 
at no additional cost when specified. 
Casings are extra-rugged; won’t rattle or 
loosen with use. 


Type ACR condensers are centrifugal fan 
units available in 2 through 71% tons for 
residential air conditioning. Space is pro- 
vided for compressor and controls. 


Get complete information from your local 
distributor, or write Halstead & Mitchell, 
Bessemer Building, Pittsburgh 22, Pa. 


Type AC condensers are propeller fan 
models, normally installed on a roof, re- 
mote from the compressor. Single units 
are available in 5 to 50 ton nominal ca- 
pacity. 60 to 100 ton capacity is provided | 


through use of two smaller condensers sup- , 


plied with necessary manifolding for easy 
ard; ceiling mounting can be provided. ] mm 


“The scholarship is intended to 
encourage young men to pre- 
pare for careers in industrial 
distribution, a process of mar- 
keting that takes place within 
the industry itself. 

“Temple university has or- 
ganized a special curriculum to 
provide the necessary training 
for this field with a program 
that cuts across the areas of 
business and liberal arts and 
includes courses in the various 
aspects of business and market- 
ing as well as advanced mathe- 
matics and science.” 

The scholarship is valued at 
$500 per year for a four-year 
college course in the Temple 
university School of Business 
and Public Administration. The 
first award will be made for the 
fall term of 1958 if a suitable 
applicant can be found. 


field installation. Floor mounting is stand- 


. WATER-COOLED CONDENSERS + FI 


AIR-COOLED CONDENSERS + COOLING TOWERS 
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BRICKING=:-NOT ONLY 
THAT, BUT -:- ae 


TO KNOW THAT ORDERS DON’T 
FLY IN OVER THE TRANSOM /! 
ANOTHER THING THERE’S TOO £ 
MUCH HORSEPLAY AND GOLD-£——==am 


Bove JUST CALLED THIS (/ HE Always STARTS V YOU HAVEN'T HEARD ANYTHING 
MEETING TO TELL YOU WHAT 
A 


WITH TEN SECONDS | YET -WAIT‘LL YOU SEE HOW HE 
‘ OF PRAISE, THEN ENDS IT-RED NECK-~WHITE GILLS 
ANDO BLUE IN THE FACE--- 


\7/ FIRST HE 
WHEN HE GETS V/ GIVES YOUA 
THROUGH I DON'T \ BOUQUET, THEN 
FEEL LIKE SELLING | HE HITS You IN 
ANYTHING~I JUST / THE NOSE SO You 
WANT TO BUY A CAN'T SMELL 

GUN +5 Z {Tes / 


LisTENING To BIGDOME 
GIVING OUT THE CANDY 
BEFORE HE GIVES THE 
CASTOR OlL == ag 
THANX AND A HAT TIP TOW, 
INSKY DE GAUST, Ghee 
71-51 STREET, fs 
ROOKLYN 20,NY. (( Q 


Will You Work Overtime 
For the Big Chance? 


AT AN INDUSTRY BANQUET attended 
by many leading air conditioning and refrig- 
eration executives and their wives, an 
entertainer provided fun by quizzing the 
males as to the dates of their wedding 
anniversaries. 

One of the husbands thus interrogated 
arose and made a short speech along these 
lines: 


"| damn well remember that it was a 
cold day in February when I got married. 
And I’m astounded to find any men in this 
industry with wedding anniversaries in June. 
When I was a young man in this industry 
you couldn’t take time off in May, June, or 
July just to get married—much less go 
away on a honeymoon.” 


There are many good minds in the air 
conditioning industry today which believe 
that a major block to faster sales progress 
is the feeling that comfort cooling can be 
sold “only in season.” Certainly every pos- 
sible effort should be made to extend the 
selling season to the 12 months of every 
year. 

Yet, there is much to be said on the other 
side—for the old-fashioned argument of 
working the clock around during the 
“season.” Recent surveys have shown there 
is a large ready-to-buy market for air 
conditioners of all sizes and categories. And 
those who have purchased comfort cooling 
report, in the vast majority of instances, 
that it is necessary to “call in” someone 
before they can buy the equipment. 


There’s scarcely a sales manager in the 
field who hasn’t told us: “if we had been 
able to get out and talk to all the prospects 
when the hot spells came we could have 
done at least 50% more business.” So there 
seems to be evidence that the added business 
is there, if someone will just chase it down, 
when the time is ripe. 


Now if this is true, why hasn’t some- 
thing been done about it? There have been 


many excuses put forth, such as: a hot 
spell brings a rush of service business, plus 
urgent calls for completion of installation 
projects which may have been stalled. 


These and many other reasons are ad- 
vanced for the failure to see more prospects 
when the time is really ripe. But in the 
majority of cases, the failure would seem 
to boil down to these two principal items: 

1. Failure to plan adequately to “get 
it while it’s hot.” 

2. A disinclination to work harder, 
faster, and longer for even relatively short 
periods of time. 

What is adequate planning? For this 
purpose, it would seem to be simply: 

a. Contacting all top grade prospects 
(particularly those who had “put off” buy- 
ing) in person or at least by telephone 
during the hot spell. 

b. Concentrating newspaper, radio-TV, 
and mail promotion during the heat wave. 
Local 48-hour weather forecasts generally 
are reliable enough to set up such promo- 
tions. 


Too few people who want to work 10 and 
12 hours these days. The frozen custard 
stand operators who open up in the northern 
part of the country for the summer months 
often work such hours for months on end. 
Then they may vacation for two or three 
months. Could there be an idea here? 

One of the most successful air condi- 
tioning salesmen in our acquaintance has 
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HAS LOOKED FORWARD TO MISSION INN JOB 


Wingate’s 
Riverside, Calif. 
Editor: 

We have been reading your 
paper for more years than I 
know of, over 20 I am sure. I 
have particularly enjoyed your 
“50 Days Around the World.” 

We would like to call your 
attention to the WORLD 
FAMOUS MISSION INN, which 
we are in the process of air 
conditioning after all these 
years. It has been a fantastic 


affair and the stories that have 
been told about what has gone 
on during the building of previ- 
ous years and what we have 
found in the catacombs are al- 
most impossible to believe. 

When you realize that dur- 
ing the summertime in River- 
side, we can have temperatures 
up to 115 degrees, you can 
see that we have been looking 
forward to doing this job for 
many years. 

J. H. WINGATE 


APPRECIATES TRIBUTE TO ED FLANNERY 


Joseph Simons Co. 
Hartford, Conn. 
Editor: 

We are enjoying your Trip 
Around The World accounts no 
end. 

In a recent issue, I read with 
considerable interest, your 
thoughtfully worded tribute to 
our mutual friend, Ed Flannery. 
Just as you mentioned that 
everybody always enjoyed being 
with Ed, I can recall hearing 


any number of times in various 
poker sessions, that the players 
didn’t seem to mind losing to 
Ed. You would certainly never 
know from his manner whether 
he was losing a lot—or—win- 
ning at lot; he was just having 
fun. 

We shall certainly greatly 
miss Ed. I am so glad that you 
wrote something special about 
him. 

JOSEPH SIMON, 
President 


taken a six weeks vacation every year—in 
December and January. But when the sell- 
ing season is on, he puts in a 12-hour or 
longer day. 

The individual dealer or contractor who 
feels he isn’t getting his share of the com- 


‘fort cooling business had better ask himself 


this question. Is he organized and ready to 
work hard enough and long enough to 
handle the Big Chance when it presents 
itself? 


The old structure of the upper class, the middle class, and 
the lower class is on the wane. It isn’t wealth or family that 
makes prestige these days. It’s taste and high thinking.—RUSsELL 


LYNES. 
X 


The economists tell us Jones is having a hard time keeping 
up with himself.—Sioux Center News. 


12 


e 


Handy Way to Subscribe 


Action EVERY WEEK 


You'll see 


To See the Industry In 


Keep up-to-date on what's going 


tors, servicemen, and manufacturers 


action weekly in AIR CONDITIONING & REFRIGERATION NEWS. 
Covers latest news and gives you top how-to-do-it reports on 
residential, commercial, and industrial air conditioning, heating, and 
refrigeration for contractors, dealers, consulting engineers, distribu- 


on in your industry. 


. Read the industry’s only news- 


450 W. Fort St., Detroit 26, Mich. 
Send the NEWS every week for: [J 


paper every week—you’ll profit by it—only $6.00 per year, issues 
(U.S. and Canada). Foreign: $10 per year. 
AIR CONDITIONING & REFRIGERATION NEWS 6-30-58 


O Payment Enclosed O Bill Me O Bill Company 
WEARS. cc cc ccccccesecccccvcnnccccseedereedescdecedecdesccvecesvesensetcccccs 
COMPANY... .. sc rrecccresereerceereneeeseeseeseseesereeeesssensseeeesssssees 
EE  . iu india chee th Sheet RACREENCES AEE CRMEAE DS CEM SCOR ECE REED COCeee 
GE cis cn ac vecesebpbeessstdenevistesens ree ee 


One Year $6. () Three Years $12. 


| OO —CtsSCSC‘CSCiés 
7 TEER Z ee 
| They'll Wein dusmess HOWEVER, |O-,squsnce ax A a VEWS 
: Sein Catena) tou soe pall 4 COMPLAINTS / . Po Soe 
S| Dek eee 
| Every ° ASeellles coe | | 
: th | Ont te) 4 ln [ 3 “ea 
| Har VP Lee || O20 \ seeal i 
. Ti Wye | Div H Ya/) ios pe 
ime To @ ep s ¢ 7G fata a 6 2 aN! ee 
Hi X } OL oe» 2 , ee Beret > aE: Pa a 
jaeae |) YT eis “Te Sia ' ee 
ee Lt, PGS ss LePage, 
| by celles: Bo | = . ie PF 
— | ENG ——— 
: ae ae —“~s ee: KS f 
Hatlo Bs " A = y po 
- 4 S~=; Vv } 
5 a 
ae 
gee | MATS 
Pe 
| ee 
eee 
Pn —S—C:sCSCSCSCs 
: RN ASN A TTA TRAE ANN A at RN A PA ha 


Air Conditioning & Refrigeration News, ad 30, 1958 


TECHNICAL CENTER 


By Frank J. Versagi, Technical Editor 


Copper Tubing (4) 


With the review of definitions 
and terminology behind us, we 
are ready to consider usage of 
copper tube. Actually, the dis- 
cussion will play back and forth 
between application and defini- 
tion so that the information 
presented to this point will fall 
into place and assume practical 
significance. 

Basically, of course, the three 
common wall thicknesses of 
copper water tube determine the 
pressures at which the tubing 
can be used. While type K might 
be considered for steam heating 
or pressure tubing up to 400° F. 
(237 p.s.i.g.), type M is suitable 
for low-pressure work and has 
been largely used for sanitary 
drainage, although it can be 


used for interior water supply ® 


in some areas. Both types L 
and M are used for heating and 
cooling. 


Type L, for example, is com- 


monly used soft for sinuous 
coils in radiant heating, for it 
is easily bent around wooden 
forms or by hand. Hard temper 
type L is used for mains, head- 
ers, and risers, and would be 
used in grid-type radiant panels. 

Either floor or ceiling coils, 
when made on the job, can use 
type L. Many times, however, 
coils are prefabricated then as- 
sembleu in the field. In this case, 
it is common to use lighter 
walled tube for radiant heating 
panels. In fact, ceiling coils are 
normally made from _ lighter 
walled commercial tube, rather 
than standard tube. 

In selling the lighter walled 
tube for ceilings, it is common 
to stress the reduced weight 
which must be suspended from 
the ceiling. One authority points 
out, though, that once the tub- 
ing is filled with water, the 
weight reduction of lighter 
walled tubing is insignificant. 
The real reason for lighter wall 
tube is to reduce cost and 
make radiant heating more com- 
petitive with warm air heating, 
according to this source. 

Commercial tube is practical 
for radiant heating because the 
operating pressures and tem- 
peratures are moderate or low. 
With a floor slab operating with 
a surface temperature of 85° F., 
the water circulating through 
the tubing is normally about 
120°—and never above 150° in 
those places, like vestibules and 
hallways where higher surface 


temperatures are  allowabie. 
Pressures are on the order of 
5-15 p.s.i. 


So long as liquid temperatures 
are kept. beneath about 150°, 
there is no need for making 
expansion allowances in residen- 
tial and small commercial in- 
stallations except to make some 
sort of an expansion joint at the 
header or where the tube leaves 
the concrete slab, according to 
most authorities. 

When high temperature liq- 
uids (above about 150° F.) must 
be carried through copper tub- 
ing, the tubing should not be 
firmly imbedded in concrete. In 
southern Missouri, one school 
was built with 14 free-floating 
slabs. Within the first few 
months of the heating season, 
a dozen joints had failed at the 


expansion joints between slabs 
—presumably because too hot 
water was being circulated. 
While it is true that this diffi- 
culty with excessive tempera- 
tures will occur with imbedded 
pipes of other material, it is 
the general consensus among 
architects and engineers that 
the temperatures at which 
trouble occurs are higher for 
these other materials. 
Successful use of copper in 
radiant heating is in large part 
due to its high thermal con- 
ductivity. Yet, when copper 
tube is exposed, its total heat 
loss is only about half that of 
ferrous piping. Depending on 
application, this point may be a 
disadvantage or an advantage. 
One farmer who had just 
successfully installed a copper 
water supply system decided at 


- Service & Supplies — 


(Photos co 


ty a < 


urtesy Copper & Brass Research Assn.) 


COPPER tube being installed for radiant panel heating floor system in a home 
building development. 


the same time to replace the 
exposed black iron pipe he was 
using to heat a loft in his barn. 
When he had finished the instal- 
lation with copper tube, he was 
disappointed to find that he 
wasn’t getting as much heat as 
from the original piping. 

To correct the situation, he 
painted the copper black and 
placed a fan blowing over ex- 


posed tubing. 


While we are discussing tem- 
perature uses of copper, it is 
well to point out that in steam 
systems where pressures are 
low or below atmospheric, 50/50 
and 95/5 solders are used for 
joints. When steam temperature 
is above 250° F. with its cor- 
respondingly higher pressures, 
silver soldering or brazing is 
used. 

(To Be Continued) 


COPPER tube coils buried in the ground 

outside the house enter manifolds through 

basement walls and connect with the heat 
pump unit. 


One North LaSalle 


Building, Chicago. This 


48-story office build- 
ing is being completely 
air conditioned. 


another 


“skyscraper” [im 

uses Allen-Bradley umm 

trouble free 
control 


It’s no “accident” that Allen-Bradley motor controls are 
selected for so many of the larger air conditioning installa- 
tions . . . it’s because of their recognized reputation for long, 


trouble free life. 


The simple solenoid design—which only Allen-Bradley offers 
in all sizes up through Size 7—has only ONE moving part. 
There are no bearings to corrode and stick... no flexible 
jumpers to wear and break. Also, the double break, silver 
alloy contacts—standard throughout the Allen-Bradley line— 


never need service atten 
Allen-Bradley control . . 


Be sure to specify Allen-Bradley . . . the 


quality motor control. 


conditioning system. You will never regret 


this decision. Send for 


tr 


BEE 


— 


tion. You can install 
.and forget it. 


.. for your air 


your copy of the 


latest A-B Catalog, today. 


ALLE 


Consulting Engineers: Brooke & Choporis. 

Air Conditioning Contractors: Gallaher & Speck. 
Electrical Contractors: Goldberg & O'Brien Electric Co. 
Managing Agent: L. J. Sheridan and Co. 


Above: The first of three 500-ton Trane units with its 


(4 


Uy ‘Y 


SS LALIT 


Allen-Bradley Bulletin 1277 reduced voltage auto- 
transformer starter. Below: Open view of the Bulletin 
1277. This starter has closed circuit transition, and 
meets power company requirements for acceleration 
without heavy current surges. 


N-BRA LEY 


MOTOR CONTROL. 


Allen-Bradley Co., 1313 S. First St., Milwaukee 4, Wis * In Canada: Allen-Bradley Canada Ltd., Galt, Ont. 
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American Blower Line 


A new line of air-cooled com- 
mercial air conditioning units 
rated at up to 254,000 B.t.u.h. 
gross cooling capacity is now 
available from American-Standard, 
American Blower Div., Dept. 
AC&RN, 8111 Tireman Ave., De- 


Minimizes Inventories 


troit 32, according to the firm. 

Introduced with the new units 
is an original concept of matched 
performance ratings using over- 
size condensers to provide max# 
mum size range selection flexi- 
bility, according to the company. 

“Each base unit in the line is 
rated not only with condensers of 
matching size, but with oversize 
condensers as well,” it was ex- 
plained. “The effect is an expan- 
sion from six to 12 in the number 
of capacities available. 

“The 12 capacities can be ob- 
tained by using just six base units 
with selected quantities from three 
available condenser sizes. This 
minimizes the distributor and 
dealer inventory problems while 
permitting more accurate selec- 
tion of the specific capacity to fit 
a given need.” 


Bromann Speeds Manufacture of Walk-Ins 


Development of a new technique 
said to have reduced the time 
consumed in manufacturing wood 
walk-in cooling rooms was an- 
nounced by Albert H. Bromann 


Jr., Inc., Dept. AC&RN, 4226 
Grace St., Schiller Park, ll. As a 
result, the firm said, it is produc- 
ing cooling rooms “at a greatly 
reduced price.” 

This new standard room is made 
of top-quality materials which in- 
clude full 35 in. Fiberglas insula- 
tion and %-in. fir sheathing, ac- 
cording to the company. 


“Rigid, durable construction is 
effected with use of clamp-nail 
frame construction and face nail- 
ing of the fir sheathing with brass 
plated screw nails,” the announce- 
ment said. “The sections are held 
together by a newly-developed sec- 
tional locking device that requires 
no tools to install and assures 
quick erection time.” 


NOW.. FROM REMCO 
MOLECULAR SIEVE 
FILTER-DRIERS 


with DEPTH 


REPLACEABLE 
CARTRIDGE TYPE 


Utilizing advanced design Molecular Sieve cartridges, these new Remco 
Filter-Driers combine unequalled drying efficiency, effective acid re- 
moval, generous flow capacity and depth filtration. 

The massive depth filter completely removes all scale, sludge, carbon 
and other particles as small as 100 microns. Molecular Sieves adsorb and 
retain large quantities of moisture even at refrigerant temperatures 
of 140F, and keep moisture concentrations below 10 ppm. Acids are re- 
duced far below dangerous corrosion limits. 

Compact in size, the filter-driers are U/L Approved and may be used for 
Refrigerants 12 or 22, Carrene or methyl chloride. Working pressure is 
500 psi; minimum bursting pressure, 2500 psi. 

REPLACEABLE CARTRIDGE TYPE units use an “O” ring for a positive, leakproof 
flange seal. From 3 to 40 tons, with %” thru 154” sweat connections. 
SEALED TYPE filter-driers are available in 1 to 12 tons, with 4” thru %” 
‘thru 74%” sweat connections. 

“T” FITTING TYPE in 2 to 6 tons, are readily adaptable to systems using con- 


flare and 3%’ 


ventional “‘T”’ driers. 


Remco Molecular Sieve Filter-Driers are available at leading whole- 
salers. Ask your wholesaler for more information, or write for Bulletin 
MS.-1. Remco, Inc., Zelienople, Pa. 


REMCO 


MANUFACTURERS OF ADVANCED REFRIGERATION PRODUCTS 
Liquid indicators ~ Receiver-Driers - Check Valves - 


Filter-Driers - 
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Safety Devices - Frost-Tite Flare Nuts 
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‘Tropic-Aire’ Gas, Oil Heater Line Restyled 


An expanded and re-styled 1958 
“Tropic-Aire” line of oil and gas 
space heaters has been announced 
by Coolerator Div. of McGraw- 
Edison Co., Dept. AC&RN, Albion, 
Mich. 


The line includes four oil heat- 
ers ranging from 36,000 to 75,000 
B.t.u.h. capacities and five gas 
heaters ranging from 15,000 to 
70,000 B.t.u.h. capacities. 

The larger oil units, models 
TOA-60A and TOA-75A, feature 
an automatic wall thermostat, 
which is optional on the other two 
oil heaters. 

Gas models feature an auto- 
matic modulating thermostat on 


the two larger models, with this | 
feature being optional on the & 


smaller sizes. 

The entire Tropic-Aire line has 
been decorator-designed in veiled 
walnut and beige with platinum 
mesh grilles and gold trim, accord- 
ing to the firm. 


York Improves 15-Ton 


Production has begun on an 
improved 15-ton air-cooled condi- 
tioner for commercial applications, 
it was announced by York Corp., 
_, Dept. AC&RN, York, Pa. 


The new system will be part of 


Air-Cooled Conditioner 


the “Champion” family of York 
commercial units and will utilize 
new condensing units and evapo- 
rators to produce a full 180,000 


‘Tap-It’ Said To Fasten 
Anything To Everything 


A new “Tap-It” nylon anchor 
that is claimed to fasten anything 
to everything is being distributed 
nationally by 
Watsco, Inc., Dept. 
AC&RN, 1020 E. 
15th St., Hialeah, 
Fla. 

To install, just 
drill a hole, insert 
the anchor, and 
tap it. The nylon 
anchor resists al- 
kalies, fungus, or 
chemicals, Watsco 
says. 

It has a shear 
strength of 460 
lbs. and pull-out strength of 320 
Ibs. An extractor tool is included 
in each box of anchors. Nails are 
already inserted in the heads. 

Anchors are available in 4. and 
% in. diameters and either 1 or 
1% in. long with round or counter- 
sunk heads. 


B.t.u., the company said. 

It is designed especially for 
suites of offices usually occupied 
by small businesses, professional 
groups, and small stores where 
high internal loads frequently re- 
quire cooling even at low outside 
temperatures. 

York said advantages include: 
“Cooling anytime down to 0° F. 
ambient; twin refrigeration cir- 
cuits with one evaporator step- 
controlled, or separate twin evapo- 
rators, step or independently con- 
trolled; evaporators can be mount- 
ed horizontally or vertically, with 
or without heating coils; extra 
refrigerant capacity; and, dealer 
designed control circuits featuring 
simplified wiring.” 


Hastings Announces 


A new, improved 1958 model of 
the “Clean-It” has been announced 
by Hastings Air Control, Inc., 


Dept. AC&RN, 3215 Leavenworth | 


St., Omaha 5, Neb. 

The company cited the new 
Clean-It’s improved ability to han- 
dle acids, solvents, and detergents 
for cleaning all types of condens- 
ers, coils, blowers, etc. 

“Featured in the 1958 model is 
an acid-proof polyethylene tank 
and a new style acid-proof pump 
with heat-resistant impellers and 
titanium shaft,” it was pointed out. 


“The new pump was chosen for 


its high resistance to 50% hydro- 
chloric 
chloride and ferric chloride as 
impurities. 

The portable Clean-It tank is 
mounted on rubber-tired wheels, 


acid containing copper § 


improved ‘Clean-It’ 


and belt-lined skids for going up 
and down stairs. 


me 
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EDWARDS. ENGI 


Edwards Airvec Supplies 90 Tons Of 


Air Conditioning To New Bowling Center * 


EDWARDS Airvec Condenser Utilizes Convection Principle. 


Eliminates Noise, Motors, Maintenance, Structural Problems. 
Heat rising from the horizontal condenser creates a chimney-like draft that 
continues to draw fresh air through the unit. Manufactured in 2, 3, 5, and 


Edwards Engineering Corp. Manufacturers Agents Inquiries Invited. 
co - AXIAL FREON CONDENSERS 


103 ALEXANDER AVENUE © POMPTON PLAINS, NEW ‘JERSEY 


7% ton basic sections, which then 
can be assembled in multi-sections 
for unlimited capacities up to hun- 
dreds of tons. 

This principle eliminates: Noise, 
Motors, Wiring, Maintenance, Oper- 
ating Problems. WRITE Airvec Dept. 


COST REDUCED 30% to 40% 
CONDENSER WATER REDUCED 35% 
Refrigerant Charge Reduced 
Stabilizes Capillary Performance 
Smaller Cooling Towers Required 
Shipping Weight Reduced 

Many Shapes and Sizes Available 
Sea Water Models Available 


NEERING CORP. 


*instaliation at the T-Bow! Bowling Lanes, Hamburg Turnpike, Wayne, New Jersey 


Y 


CONDENSATE 
PUMP 


Combines QUALITY 
and PERFORMANCE 
WITH LOW COST 


@ Positive displacement elec- 
tric switch w/float control 
@ Completely Automatic 
@ Small and sompant Size— 
6” x 9” x 
e@ Ready to clos 
AMCO Condensate Pump has no 
equal for efficient, quiet, trouble- 
free operation . . . will remove cold 
or hot condensate filvid from re- 
ceiver tank, boilers, air conditioning 
systems and pumps it to outside 
drain. Has 1/30 H.P. Motor, 20 ft. 
head (most powerful made — will 
deliver up to 371 G.P.H.) has 6 ft. 
heavy rubber cord, shock proof plug. 


Shipping wt. 13 Ibs. 


setew: Se 


Dealer Discount 50%. 
Add’! Discounts for quantity. 


AMERICAN COMFORT 
MANUFACTURING COMPANY 


2401 Main 5 


—DAvis 8-9200 
Send for literature and price list today. 
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Duct and Fitting Resistance (4) 


TRUNK DUCT TAKEOFF 


FIGURE 7. 


a) 


—_— 


RECTANGULAR TEE 


FIGURE 8. 


ing installer know them? 


of “‘trouble’’ jobs that eat up 
customers. 


a duct system. 


What are the fundamentals of air duct and fitting resist- 
ance? Why is it important that the air conditioning and heat- 


Knowing them he can do two important things: 1. De- 
sign better air conditioning systems. 2. Minimize the number 


Dr. Gilman has already described the consequences of a 
poor job of evaluating pressure loss. He explained what pres- 
sure loss means, defined static and velocity pressures, and told 
how they are measured, and how and why pressure changes in 


profits and produce unsatified 


Residential 


tion is made, the size that 
comes out of the design can be 
compared with the size initially 
selected. The design can then 
be redone using as a new value 
the result from the initial de- 
sign. 

I have tried to impress upon 
you the importance of good duct 
design and to give you some 
concept of what we mean by 
pressure loss. In addition, I 
have discussed friction pressure 


Air Conditioning 


losses and dynamic losses sepa- 
rately with the hope of giving 
you some insight into how to de- 
sign and fabricate fittings which 
will have low pressure losses 
and not generate excessive noise. 

We have discussed the way 
the static, velocity, and total 
pressures vary in actual duct 
systems, as well as describe 
briefly the equivalent length 
concept of duct design. 

(The End) 


- 
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OO EQUIVALENT FEET 


25 EQUIVALENT 


By Dr. Stanley F. Gilman, Associate Director of Research, 
Research & Development Div., Carrier Corp. 


An example of poor design, 
Fig. 7 illustrates a trunk duct 
take-off. At the throat of the 
branch duct, air is forced to 
turn sharply around a corner 
greater than a 90° turn. As 
shown by the dashed line, a 
large turbulent area is set up. 
Much of it could be avoided by 
using a gentle radius turn at the 
throat. 

Pressure loss and noise con- 
trol go hand-in-hand. When 
large energy dissipations take 
place in duct systems, the eddy- 
ing regions become noise genera- 
tors. Therefore, efficient duct 
design will inherently reduce the 
noise level. 

In Fig 8, which shows a rec- 
tangular tee, the flow going to 
the left separates slightly at 
the throat of the elbow, but does 
not cause a serious pressure 
loss. 

The flow going to the right is 
turned too sharply by the first 
elbow. Then it is turned 90° 
again by another elbow located 
very close to the first elbow. 

As a consequence, a large 
separation area results which 
causes a high pressure loss. 

More importantly, only the 
area to the right of the dashed 
line is flowing full. The branch 
duct is not getting the c.f.m. it 
requires. Because of this, other 
lines have to be dampered 
severely in order to get suffi- 
cient flow from the one duct. 

A dynamic loss can be ex- 


pressed as a certain fraction of 
the velocity pressure, corre- 
sponding to the average veloci- 
ty at some reference point in the 
fitting. 

If the velocity is known or can 
be determined, pressure loss can 
be calculated regardless of the 
size of fitting. 

In other words, if two fittings 
have the same shape but one is 
three times the size of the other, 
the pressure loss of both would 
still be, say, one half of a veloci- 
ty pressure. 

On the other hand, the pres- 
sure loss of a section of straight 
duct is influenced to a consider- 
able extent by both its length 
and its size. 

Since a complete system is 
made up of sections of straight 
duct joined by fittings, it is de- 
sirable to use a common basis 
whereby a system can be de- 
signed by a simple, routine pro- 
cedure. One such way is the 
equivalent length concept. 

The basis of this concept is to 
measure pressure loss of fittings 
and then determine the length 
of duct, having the same size 
and shape, that will dissipate 
the same amount of energy. 

Fitting loss is then said to be 
equivalent to the pressure loss 
that would occur in a duct so 
many feet long. In Fig. 9 on the 
left is a rather inefficient elbow 
with a sharp inside corner. 
When the width of this duct is 
between 22 in. and 27 in., it has 


FIGURE 9. 


FEET 


a pressure loss equivalent to 100 
ft. of straight duct. This is il- 
lustrated by the section of 
straight duct at the top. An 
elbow with turning vanes will 
have a much smaller pressure 
loss. The elbow on the right is 
equivalent to a duct one quarter 
the length of that correspond- 
ing to the elbow on the left. It 
therefore has a pressure loss 
only a quarter as much. 

Thus by expressing fitting 
losses in terms of their equiva- 
lent straight pipe losses, one 
has a common denominator for 
designing the complete duct 
system. 

By adding the total equiva- 
lent feet of all fittings to the 
total straight length of duct in 
a system, one gets a total equi- 
valent length for each duct run. 
Then, knowing the pressure 
available and the c.f.m. to be 
handled, the size of the duct can 
be selected from ASHAE Fric- 
tion Chart data. 

The Fig. 9 values were taken 
from NWAHACA Manual 9 and 
apply to ducts 22 to 27 in. wide. 

If the left-hand fitting were 
5 in. wide, its equivalent length 
would be 20 ft. rather than the 
100 ft. shown. Since duct size 
is not determined until the de- 
sign is complete, which value 
should be selected? 

There are two answers. With 
a little experience you will be 
able to estimate in advance 
what the duct width will be. You 
will choose an equivalent length 
value that will be close to the 
final one. If a poor duct selec- 


BETTER NOT CALL IT A BIBLE 


But the famous Harry Alter Dependabvok is really the standard buying guide of the trade. 
It’s the most complete refrigeration and air conditioning supply catalog in the whole in- 
dustry. It is especially designed for your convenience. 


item to save time in pricing a job.) For the newest products and latest prices always use the 
Dependabook. 


We're Reak Specialists in 
REFRIGERATION - AIR CONDITIONING - ELECTRIC MOTORS 
SUPPLIES and PARTS 


SAVE MONEY, time and effort by ordering from our new Dependabook, the most 
complete catalog of all. 160 pages. Over 10,000 items carried in stock. Wholesale 
only, Your orders filled really fast by mail, or picked up at one of six big warehouses. 
Write on your letterbead for the 1958 DEPENDABOOK ... 

Also our monthly Flyer of surplus and close-out Bargains. 


Chicago 16, III New York 13N 


ice ee 


FREE PARKING AND FAST COUNTER SERVICE AT THESE 4 


(Even has your net cost on every 


‘Y.  Batlas-7, Tex. 


BIG WAREHOUSES 


Atlanta 10, Go 
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More and More Refrigeration 
Equipment Manufacturers 


ALIXON 


CONTROLS 
Jor dependable, trouble-free service 


\CE CREAM CABINETS BEVERAGE COOLERS 


bare : stave Se Fabri aoe eS, 
FOOD SHOW CASES —— AIR. CONDITIONERS 


Refrigeration equipment has an — job to do — it is most 


needed when the conditions under w 


most difficult. 


ich it produces cooling are 


And that’s just when KLIxoN Controls demonstrate their 


worth! 


KLIXON Dome Mounted Overheat Protectors enable over- 


loaded compressors to deliver 


the last bit of cooling output 


available without dangerous motor overheating. KLIXON Motor 
Relays dependably start motors again and again over 


a wide range of line voltage 


variations with long years of 


trouble-free life. kKLIxON Hermetically Sealed Thermostats 
sturdy and reliable — have substantial electrical ratings — en 


spot temperature control you 
items. 


can count on in refrigeration 


That’s why more and more manufacturers look to KLIXx 
Controls to help build a reputation for dependable caahunnante 
in air conditioners, refrigerators, freezers, beverage coolers, 
drinking fountains, display cases, ice cream cabinets, etc. 

When you specify KLIxON Controls in your refrigeration 
equipment you assure your customers maximum performance 
— minimum repairs and replacements — less need for field 


send literature on request. 


KLIXON 

Dome Mounted Protectors 
develop ali the capacity 
available in a hermetic com- 
pressor under overload 
conditions — shut the mo- 
tor down only when maxi- 
mum ailowable winding 
temperature is reached — 
automatically restart it 
when operation can be re- 
sumed safely. 


rvice. 
Check with your compressor supplier — or we’ll be glad to 


required to start and pro- 
tect hermetic motors. Their 
positive action and long life 
eliminate starting t 


Sealed Thermostats 


jad temperature control, unaffected by altitude or cross ambient tempera- 
. Easily installed . . . they can be used for automatic or manual reset heating 
substantial electrical ratings. 


or cooling operation and they have 


fi 


METALS & CONTROLS 


Spencer Division 


CORPORATION 


2406 Forest Street, Attleboro, Mass. 
KirxoN 
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YOUR CHANCE TO, TELL THE WORLD ABOUT YOUR FOREIGN MAR ier ACTIVITIES 


ogee 


SPECIAL W 


DE ISSUE 


A COMPREHENSIVE PICTURE OF THE CURRENT WORLD MARKETS 


Am Conpirioninc & REFRIGERATION NEws 
announces a Special World Trade Issue 
reporting on the current world market for 
air conditioning and refrigeration equipment. 


This issue will have extra foreign distribution 
in addition to the regular strong international 
circulation among buyers of equipment in 
every major foreign market. 


The Special World Trade Issue, to be pub- 
lished August 4, 1958, will include these 
important editorial features: an analysis of 
opportunities in world trade; a review of the 
growth of air conditioning and refrigeration 
export; a look at the major free-world areas 
open to profitable export sales; what is being 
sold and who is selling it; and a comprehen- 


The Newspaper of the Industry 


RESIDENTIAL — COMMERCIAL — INDUSTRIAL 


sive report by Editor-Publisher George F. 
Taubeneck on his just-completed tour of 
world markets. 


Hard-hitting, on-the-spot editorial features 
such as these plus many others mean that the 
August 4 issue of the News will be read and 
referred to time and time again by contrac- 
tors, dealers, distributors, manufacturers, and 
wholesalers both here and abroad. 


Suggestions for using this issue: 
1. Display your foreign plants and personnel. 
Show your leading export products. 


Feature your foreign distributors. 


Outline your export policies. 


oP w 


Highlight your export department or divi- 
sion. 


6. Call attention to your experience in serving 
foreign markets. 


7. Advertise for additional foreign distribu- 


tors. 

8. Introduce new export products to the 
market. 

9. Support your foreign distributors and 
dealers. 


10. Spotlight specific foreign installations. 


If you plan to participate in or are now 
operating in foreign markets, the News’ 
Special World Trade Issue is an unusual 
opportunity to promote your activity. 


What’s more the Special August 4 issue—with 
extra international distribution to “tell the 
world” your story—is offered at no increase 
in regular advertising rates! 


450 WEST FORT STREET 

DETROIT 26, MICHIGAN 

s 

ARDY NEW YORK, 521 FIFTH AVE. 
4 


<t a 

CHICAGO, 1% 8S. LA SALLE ST., 

ste FRANKLIN 2-8093, AL SCHTILDHAMMER. 
. *. e 


MURRAY HILL 2-1928-9, ROBERT M. PRICE. 


The leading air conditioning publication 
with highest paid circulation in the field. 


LOS ANGELES, 4710 CRENSHAW BLVD., 
AXMINSTER 2-9501, JUSTIN HANNON. 
® 

DETROIT, 450 W. FORT ST., 
WOODWARD 2-0924, JOE SULLIVAN. 
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Koch Engineering Announces 6-Point 
Distributor-Dealer Merchandising Policy 


WICHITA, Kan.—A six-point 
distributor-dealer policy for 
merchandising its “Jet Tower” 
cooling towers was announced 
by Koch Engineering Co. of this 
city. 

Bill Lindsey, sales manager, 
listed the six points as follows: 

1. Clearly defined exclusive 
distributor territories. 


2. Factory to extend terms 
designed to eliminate heavy in- 
vestment in anticipation of in- 
season business that are clearly 
outlined in dating and antici- 
patory discount plan. 

3. All franchised accounts to 
be invoiced at the same dis- 
tributor cost. There will be no 
price variation because of dis- 
tributor size or volume potential 
of his market. 


For 
¢ Leak Detecting 
¢ Soldering « Heating 
¢ Brazing 


Prest-O-LitE 


TRADE-MARK 


Refrigeration 
& Air-Conditioning 
Outfit 


All the equipment you need for air- 
conditioning and refrigeration work in 
one handy steel case. 


SENSITIVE LEAK DETECTION 
—shows up as little as 100 parts of 
refrigerant gas in a million parts of air 
: —even leaks too tiny to find with soapy 
water. 


JOB-MATCHED OPEN FLAMES 
—three torch stems for the exact flame 

you need—all instantly interchangeable 

with leak detector on same handle. 


EASY TO USE 

—no delicate parts to cause trouble. 
Color and intensity of detector flame 
indicate location and size of leak. Torch 
concentrates heat where needed. 


AUTOMATIC CONTROL 
—adjustable regulator maintains se- 
lected gas pressure. Calibrated screw 
for fast adjustment. Needle valve on 
torch handle for precise flame control. 


Outfit includes torch handle, leak de- 
tector stem, 3 torch stems, regulator, 
1214-ft. hose assembly, suction hose, and 
enameled steel carrying case. Complete 
(for B or MC Tank), $41.00. 


4. Discounts in pricing are 
not to be affected by inflated 
lists. 

5. Distributors are given a 
free hand in determining their 
price to customers so long as 
they conform to good business 
practice. 

6. Freight is prepaid to the 
distributor. 

This policy represents the 
same basic thinking that was 
being applied by Koch in the oil 
industry, Lindsay indicated. In 
that field Koch manufactures 
“Flexitrays,’’ important to the 
process of “cracking” petroleum 
crude oil into gasoline and 
chemicals. 

“We do not plan to conquer 
the market in one year,” Lind- 
sey said. “But we do plan to 
give our distributors, dealers, 
and customers fair treatment 
based on sound business prac- 
tices. 

“Ours is not the ultimate in 
cooling tower design. It is our 
intention to continually search 
for improvements on the draft- 
ing boards and develop them 
into products that our distribu- 
tor-dealer organization can pre- 
sent to customers with confi- 
dence.” 

Lindsey said that Koch “has 
not gone all out in getting dis- 
tribution. Rather we have care- 
fully investigated each market 
area to uncover the distributor, 
large or small, who reflected an 
aggressive and positive attitude 
toward the business.” 

When Koch began investiga- 
tion relative to marketing and 
distribution, Lindsey related, 
the company found practices ex- 
isting in the air conditioning 
business that were “completely 
foreign to sound marketing 
and product development tech- 
niques.” 

Koch found, he claimed, that 
“there exists in the business an 
industry-wide pessimism or 
lethargy and a willingness to 
wait for inevitable business 
trends to better themselves.” 

Koch also found, he declared, 
“that competition was being 
staged by manufacturers on a 
price basis instead of develop- 
ing competitive improvements 
on the drawing boards.” 

It further discovered, he con- 
tended, that multiple distribu- 
tion and multiple price arrange- 
ments have put some elements 
of the business “in a complete 
state of chaos making it un- 
attractive to a majority of the 
better distributors and retail- 
ers.” 

Koch’s policy, he indicated, 
aims to avoid these business pit- 
falls. 


BETTER THAN EVER 


Valve Plates and Seals 
fer Commercial -Soatpapenanaral Compressers 


Lo-Merc Develops 
Heat Pump for Autos; 
McFaddin Buys Firm 


HOUSTON, Texas—J. A. Mc- 
Faddin announced that an auto- 
motive heat pump has been de- 
veloped by The Lo-Merc Corp., 
which will convert auto air con- 
ditioners into combination heat- 
ing and cooling units. 

At the same time, he an- 
nounced he has purchased the 
former Lo-Mere Corp. and its 
automotive air conditioning 
plant at 2402 Houston Ave. 
here. 

General manager of the new 
organization is George Randell. 
McFaddin formed a new cor- 
poration to own and operate the 
former Lo-Merce Corp. The new 
name merely adds “The” to the 
old name. 


Commercial Air Conditioning 


Multi-Tenant Office 


Building To Have 


Electronically Controlled Conditioning 


NEW YORK CITY—The new 
31-story structure now rising at 
110 William St. in New York’s 
financial district will be the 
first multi-tenant office building 
in the city to have its air con- 
ditioning systems automatically 
controlled by an_ electronic 
“eye,” according to Minneapolis- 
Honeywell Regulator Co. 

The Supervisory Data Center 
in the basement will be connect- 
ed by more than 20 miles of 
wire to the building’s 12 air 
conditioning systems. 

With more than 100 check 
points on the panel, one man 
can start and stop the air con- 
ditioning equipment, read tem- 
peratures at various points and 
make adjustments in individual 


rooms or zones. 

The over-all size of the con- 
trol and indicator panels is 93 
in. in height, 114 in. in width. 
The first panel contains an out- 
line of the building’s silhouette 
to permit at-a-glance checking 
of temperatures anywhere. 

The second panel contains an 
electronic indicator where tem- 
peratures selected for checking 
are read, a clock, and the check 
points for the building’s 12 air 
conditioning systems. 

The third panel contains the 
refrigeration module—the upper 
half showing the liquid system 
while the lower half displays 
the fan system. The fourth 
panel contains the jack point 
and recording module. 


McFaddin was president of« 


A.R.A., Texas automobile air 
conditioning manufacturer, for 
two years. He has been in auto- 
mobile finance and auto air con- 
ditioning business for about 25 
years. 

The heat pump described by 
McFaddin has proved itself in 
fields other than automotive 
heating, General Manager Ran- 
dell said. 

The controlled hot air comes 
directly out of the air condi- 
tioning unit, heated by the hot 
refrigerant gas from the com- 
pressor. It does not come from 
the manifold heat or radiator | 
water as in most of the present 
heater combinations, Randell 
explained. 


14-Story Glass, Marble 
Tower To Be Conditioned 


NEW ORLEANS—A com- 
pletely air conditioned glass and | 
marble 14-story tower will be| 
erected at Tulane Ave. and S.| 
Rampart St. by Shepard M.| 
Latter. | 

The $2 million building with 
100,000 sq. ft. of floor space is 
expected to be ready for occu- 
pancy by the fall of 1959. \ 
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AIR CONDITIONER 


- REVCOR’S NEW. 
DOUBLE INLET BLASTAIRE 
- BLOWER WHEELS © 


because .. . Recenata tia: Unbdhiles Sett Seattle a 
Wheels use less space and meet the high performance 


and quality standards demanded by Amana! : 
REVCOR SINGLE_AND ‘DOUBLE INLET BLASTAIRE 
BLOWER WHEELS ARE USED BY OVER 60% OF 
THE ROOM’ AIR Compinonsn ane 


Reveor, Inc 


vy 


increase profitable 
sales with a complete line of *. 
2 VILTER ammonia refrigeration equipment - 


251 EDWARD: STi 
| CARPENTERSVILLE, ILLINOIS 


Substantial sales are now possible in numer- 
ous areas for distributors prepared to offer 
a complete line of ammonia refrigeration 
equipment. With the versatile Vilter am- 
monia line, you can handle practically any 
commercial and industrial refrigeration appli- 
cation in your area on an attractive com- 


The Vilter ammonia line consists of VMC 
compressors, 15-250 ton capacities, booster 
compressors, plus a wide range of associated 
refrigeration equipment—evaporative con- 
densers, blast freezers, brine coolers, ice 
machines, shell and tube condensers, and 
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* 
Vilter distributors enjoy many sales advantages: 
%& Outstanding line of refrigeration equipment— 
known for its dependable service; long life; 
efficient, economical performance. 
* Equipment backed by ninety-one years of 
intense activity in engineering and research. 
* Strong home office . Engineering 
plication counsel feo available. ma 
*% Wide acceptance of Vilter equipment in all 
industries using refrigeration. 
% The Vilter line is advertised widely in the 
trade press. 
It will pay you to consider the Vilter line 
ammonia refrigeration equipment for your 
area. High sales potential. Good profits. 
For distributors interested in the entire 
Vilter line there is a full Freon compressor 
line plus air conditioning equipment. Don’t 


Available for immediate delivery wait! Get acquainted now. 
from your local supplier of LINDE prod- je eae eee eee Gee aoe ae aes oes es ee ee es oe oe os 
ucts. Or write for further information to Company, Dept. G2 
LINDE COMPANY, Division of Union bad WRITE IN NOW sone S. First St., Milwaukee 7, Wis. ] 
Carbide Corporation, 30 East 42nd FOR COMPLETE Gebilemen: Please cond mo the checked teteemetionce i 
Street, New York 17, N. Y. INFORMATION 9 Sictibatee ame PORE ci " 
© Freon compressors. | 
2 Air conditioning equipment. | 
= UNION Name. 
= eaten & REFRIGE R NDITIONING Sap R EEE 
(FYE cancive We eae GERATION ond AIR CONDITIONING | ao i 
A sea masa, i THE VILTER MANUFACTURING COMPANY ¢ Milwaukee 7, Wi 1 gins. ee | 
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What Was New 


At 22nd National Oil Heat and Air-Conditioning Exposition 


News in the Heating Field 


ZONE control through mo- 
torized valves is a major 
feature of the Edwards En- 
gineering completely pack- 
aged boiler that is pre-wired 
for “plug-in” electrical con- 
nection. This cutaway model 
is being checked here by 
Merrill C. Lyter, Harrisburg, 
Po., contractor, and Sid 
Schwartz, regional sales 
manager. 


ROUND thermostat just in- 
troduced by General Con- 
trols gets the once-over 
from Edgar Hayes, execu- 
tive vice president of C. A. 
Olsen, and Fred Weldon, 
G-C sales manager. 


MIXED-FLOW “Radiax" direct-drive blower 
features non-overloading performance and 
considerable reduction in space require- 
ments, Dudley B. Robinson (right), Torring- 
ton vice president, points out to Lawrence 


CUTAWAY of the new Burn- 
ham “Jubilee wet base 
oil-fired residential boiler is 
here being discussed by 
Philip Barrett, Robert Kess- 


BASEBOARD radiation for 

both residential and com- 

mercial applications was 

featured by Slant-Fin Radia- 

tor Corp., as pictured here 

with R. D. Alexander and 
Alvin Buschel. 


ler, and F. R. Brophy. 


and C. P. Pestow. 


CONTROLS of various types, 
including ‘“‘center"’ panels 
for air conditioning, limit 
controls, and water valves 
were on display in the Penn 
Controls booth, as shown 
here with Frank X. Fessler 


© 


Industry's Only Interchangeable, 


Non-flexing Wheels 


Industry’s Most Advanced Private 
Research Facilities 


COMPLETE packaged  oil- 
fired wet base ‘Sunray IV" 
boiler shown by National- 
U. S. Radiator includes 
burner, pump, and controls, 
W. D. Braden (right) ex- 
plains to Frank P. Dolce 
and Henry Meyder, Brook- 
lyn oil dealers. 


i INDOOR-OUTDOOR thermo- 


stat system for heating in- 
volves new outdoor unit 
plus standard indoor or 
clock thermostat, Tom Mc- 
Donald (right), executive 
vice president of Minne- 
apolis-Honeywell, explains 
to D. H. McClarty, contractor 
from Manchester, N. H. 


COMPACT oil-fired boiler, 


CIRCULATOR pump for hot 
water developed by Taco 
Heaters, Inc., has no seals, 
needs no lubrication, is 
vibrationless, Walter T. 
Robinson of Taco informs 
Alex Felser of Scranton, Pa. 


CIRCULAR cooling coil de- 


— veloped by Henry Furnace 
pn (and C. A. Olsen Co.) pro- 


vides more surface in less 
space, improves condensa- 
tion collection, simplifies 
manufacturing and mani- 
folding, Harvey J. Sharp of 


Noonan, Brockton, Mass., dealer. 


U. S. market may soon be invaded by 

Danfoss Mfg. Co. of Denmark with such 

items as this thermostatic radiator valve, 

according to Borge Tinkbaek, manager of 
the firm's C di operati 


Thinking of — 
¢ changing territories 
¢ expanding your territory 
¢ taking on new lines— 
Check the 
CLASSIFIED ADS 


Your opportunity may 
be there. 


PROVED! 
_ Madden HP-4I1 


9” through Richmond, Va., is told by 

15” sizes; A. J. Ritter 

for quiet ‘gait 

hi-speeds. . Vane 


PIERCES 
4 TUBE 


= At 
—] t your Model 273, introduced by 
disposal for air | Bryant measures only 29 in. SIZES! 
development high, 20% in. wide, and 
th - problems. 37 in. long including attrac- 
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me on the mailing list. 


Industry's Best Technical Information 


Gentlemen: wiqene masa ald * yor information | VIKING 


5601 Walworth Ave. 


. AIR PRODUCTS 


| Cleveland 2, Ohio 


Frey 


9" through 15% Blowe 


State 


eae 


7 
Furnace Humidifiers 


5 


tive jacket shown here at 
side with Bryant representa- 


IMPROVED horizontal oil- 
fired furnace displayed by 
Heil-Quaker offers such fea- 
tures as reversible burner 
mounting and smoke outlet, 
explains J. E. Fahl. Desig- 
nated as Model HO, it's 
available in 75,000 and 
100,000 B.t.u. sizes. 


Va 


Service for Design Engineers tives R. J. Fairhead and Pat. Pending med 
ae All you G. A. Gage. yA xf 
I} need to know 16 8 
nad For 1/, inch tube ask 


for the Madden HP-68 
Write for free catalog R-358 list- 
ing other Madden performance- 
proved products: valves, fittings, 
charging lines, etc. 


MADDEN BRASS <ox0.-77 
COMPANY 


AURORA 6, ILLINOIS, U.S.A. 


EXPORT, Ad Acriome 85 Bread St. New York N.Y. 
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Texas Sales -- 


(Concluded from Page 1) 


started, but they finally must 
have said to heck with it.” 

Air conditioning sales are 
stronger in the residential mar- 
ket here than in commercial, 
according to Johnson, who be- 
lieves that owners of commer- 
cial units that should be replaced 
are having them repaired in- 
stead in hopes of getting by for 
another season. 

Sales are generally good for 
most air conditioning firms here, 
Johnson thinks, but he credits 
aggressive selling for much of 
his company’s success. 

“We've been doing a tremen- 
dous amount of advertising— 
more than $6,000—and have 
added two salesmen,” he ex- 
plains. “We're basically a sales 
organization and everyone here 
has to be sales-minded from the 
janitor on up.” 

The current boom in Dallas, 
however, hasn’t resulted in any 
easing of competition, according 
to Johnson. 

“Prices are just as close and 
competitive as ever,” he says. 

In neighboring Fort Worth, 
however, sales don’t seem to be 
running so well, at least in the 
opinion of veteran contractor 
Paul V. Barmann of the Lydick- 
Barmann Co. 

“It’s been fairly warm for the 
past two or three weeks, but up 
to the first of June the weather 
was unseasonably cool and wet,” 
Barmann says. 

“We have no trouble unearth- 
ing prospects for air condition- 
ing, but it’s particularly hard 
to close,” he’s found. “The 
moderately wealthy people seem 
determined to get by until next 
year. Many seem to be out of 
funds or reluctant to obligate 
themselves for long-term com- 
mitments. 

“We have found a market for 
cooling in small homes of the 
950 to 1,050-sq. ft. class though, 
strangely enough,” he says. 

His explanation of this seem- 
ing paradox is that (1) owners 
of these small homes are young 
and therefore would have long 
since been laid off from their 
jobs if that were going to 
happen, (2) they’ve lived in 
these homes for one to two 
years and are satisfied with the 
location and neighbors, and (3) 
having gotten the house “fixed 
up” otherwise, they’d now 
rather add air conditioning than 
buy a boat. 

Another bright spot is seen 
by Barmann in a new trend de- 
veloping in Fort Worth in the 
commercial field, where air con- 
ditioning has long been accepted 
as a necessity. 

“To keep their investment at 
a minimum, many builders put- 
ting up stores will not include 
air conditioning, leaving this to 
the tenants,” he said. “The 
tenants seem to prefer this since 
they know the builder would 
have the cheapest possible sys- 
tem installed.” 

This way, Barmann indicates, 
the contractor has a much 
better chance to sell the tenant 
on a good air conditioning sys- 
tem at a reasonable profit. 

In general, though, Barmann 
fears “the price market has 
broken all to pieces. You can 
buy air conditioning for .any 
amount of dollars you want to 
pay now,” he complains. 


POLK 
BROS. 


OPEN TONITE 


a7 [Oru 
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Tyrer 
BRAND 


AIR CONDITIONERS 


ee ee ALL PRICED AS ONLY POLK — PRICE ‘EM! 


IN SPITE of Chicago's cool weather Polk Bros. reports that this full-page newspaper mento 
featuring a wide variety of brand names, 
conditioners from its seven stores. 


advertisement, 


sold over 400 air 


NARDA Members Find Cooling Sales Slow 


(Concluded from Page 1) 
Moines confessed that he has 
sold more air conditioners this 
year than he did at this time 
last year. But, he added, he sold 
most of last year’s volume dur- 
ing a brief hot spell that struck 
in July. 

“‘We’ve had sporadic hot days 
this year,” he said, “but it cools 
off too quickly.” 

Carl Barlow of Alhambra Ap- 
pliances, Tulsa, Okla. also 
found sales good when hot 
weather descends. 

“The magic formula,” he as- 
serts, “is 90° F. at 9 p.m. When 
you get that, sales will triple 
the next day. 


SOLD 71 ON SATURDAY; 
21 CANCELLED ON MONDAY 


“We had such a day last 
Friday. On Saturday we sold 71 
units. It rained and cooled down 
Sunday. On Monday we got 21 
cancellations.” 

Mort Farr of Upper Darby, 
Pa., near Philadelphia, reported 
that early season sales quad- 
rupled last year. But as warm 
weather failed to materialize, 
sales gradually dropped off until 
they are currently behind last 
year. 

“If we don’t get some hot 
weather soon,” he _ warned, 
“some distributors in our area 
are going to be in trouble.” 

Stuart Greenley, operator of 
five stores in Flint, Mich., fiuds 
cold weather on top of severe 
“recession” in the auto plants 
just too much. “Sales are about 
50% under last year and last 
year was a depression,” he 
sighed. “I’m seriously thinking 
of getting out of the air condi- 
tioning business. We just don’t 
get enough warm weather in 
Flint.” 

It’s been cool in Norfolk, Va. 
too, reports Harry Price. “We 
had a 51° F. day this month,” 
he noted. 

“Air conditioning sales are 
very sad. We’ve sold less than 
half of what we did last year. 


I’m convinced it’s just the 
weather.” 

From the Pacific Coast came 
the same complaint. “We 


haven’t had any warm weath- 


er,” asserts Harold Witham of 
Bakersfield, Calif. “Sales are 
not as good as last year. We 
had some warm weather by this 
time last year.” 

In California, he explained, 
selling air conditioning is not a 
matter of selling cooling. “We 
already have cooling,” he noted. 
“Almost everybody has an eva- 
porative cooler, even the farm 
laborers. We must sell the peo- 
ple up to a better type of cool- 
ing. And that’s hard.” 

Joseph Fieischaker of Louis- 
ville, Ky., and president of 
NARDA, finds Louisville in the 
same boat. “People that wanted 
to buy air conditioning have 
purchased. Up to now, we 
haven’t had any weather for , 


Frozen Foods -- 


(Concluded from Page 1) 


half of this food had been al- 
lowed to rise above 5° to well 
over 26°. 

The surveyors, most of whom 
were state and local food and 
drug officials, checked handling 
practices and the cendition of 
the frozen food at all stages 
from arrival at the stores to the 


bagging operation. The stores . 


be broken or torn due to rough 
handling or _ discolored or 
bulging due to thawing and re- 
freezing (conditions found in 
14% of the stores), 10% of the 
stores simply leave them in the 
cabinets for sale. 

Is it standard practice to give 
frozen foods the protection of 
separate bagging at the check- 
out counter? Apparently not, 
judging from Brinsfield’s report 
which shows that in only four 
of 10 stores is this usual. 


surveyed were located 
states and the District of Co- 
lumbia in what Brinsfield term- 
ed the “most comprehensive” 
research of frozen food retail- 
ing ever undertaken. 

The results are expected to 
be significant in consideration 
by AFDOUS of a possible model 
code for frozen food handling. 

They will also be used by the 
Task Force to Improve Frozen 
Food Handling established last 
year by the industry as an edu- 
cational tool for combating the 
mishandling problem. Sterling 
B. Doughty, president of Sacra- 
(Calif.) Freezers and 
past president of NAFFP is 


_ chairman of the Task Force. 


In tracing frozen foods 
through the stores, investiga- 
tors reported that deliveries 
were received from refrigerated 
trucks in 79% of the stores, but 
that 11% received’ supplies 
which were not _ transported 
under refrigeration or protected 
by insulation. 

Only one store in 10 usually 
checked arrival temperature of 
the food, but, despite this, prac- 
tically all stores claimed the 
food was still frozen on arrival. 

The existence of backroom 
storage facilities, even the walk- 
in type, is no guarantee of 
proper protection, the data 
shows. Seven of 10 stores have 
backroom storage equipment of 
some type, but in one of four 
facilities checked the tempera- 
ture was found to be above 5°. 

When packages are found to 


in 34; 


VAPCO-PHOS 
NUGGETS 


For complete protection 
against recurrence of scale, 
rust, corrosion, algae and 
slime. Nuggets dissolve 
uniformly and slowly for 
long-term protection. Apply 
by hanging in spray, 
submerging in sump, or 
through a feeder. 
feeder bags supplied with 
3 and 10 Ib. cans. 50 and 
100 Ib. drums also available. 


VAPCO-SLIME-X 


For positive control of algae 
and slime. 
wood or other parts of sys- 
tem. 10 ounce cans and 
25 pound drums. 


Complete lweroture on 
reqves! of see your 
deocler TODAY! 


GARMAN 
COMPANY 


$T LOUls 23,m0 


GUARANTEED 


apco. 


Plastic 


Harmless to 


oe 


For Your Reprint Copy 
“Emergency Diagnosis, Repair of Her- 
metic Unit Electric Components,” by 
John Lt. Zant, mail this ad with your 
name and address to: Air Condition- 
ing & Refrigeration News, 450 W. 
Fort, Detroit 26, Mich. 

Only 25¢ each. 


that final push.” 

As a result, sales are down. 
“But not down seriously,” he 
adds, “for dealers have been | 
cautious in their purchasing | 
this year and manufacturers | 
have used restraint in produc-| 
ing.” 


MARKET TOO CONFUSED | 


Julius Ventura of Kenosha, | 
Wis. reported room units selling | 
about the same as last year, 
“which wasn’t good.” He finds | 
the market too confused. | 
“Prices vary all over the place,” 
he complained. “And dealers in| 
nearby metropolitan areas run- 
ning cut price advertising hurts. 
Our prospects get hold of these 
ads and want us to match their 
prices.” 

Commercial air conditioning 
sales have been nil, he declared. 
Even bids with only a 10% 
markup haven’t even come close 
to winning an order. 

Ricarr Lockwood of Kansas 
City, Mo., blames “inferior mer- 
chandise” along with the weath- 
er for poor sales. The 1958 air 
conditioners look fine but they 
won't do the cooling job, he 
contends. 

He charges that a 1958 2-ton 
unit will not cool a home that 
could be handled satisfactorily 
with a 14%-ton 1956 model. The 
1956 unit would pull tempera- 
tures—on a 90° F. day—several 
degrees lower than the new 
units will. 


CONTROLS 


FREON-12 
FREON-22 


COMBINATION 
WATER 
REGULATOR 


Ask Your Wholesaler 


REFRIGERATING 


SPECIALTIES COMPANY _ 


+ 3004 W. LEXINGTON’ ST. 


@ CHICAGO 12, ILLINOIS 
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Air Distribution Requirements | qs Heating Unit Needs No Chimney 
In Year-Round Air Conditioning : 


Part 2—Fundamentals 
By Frank D. Klein, Chief 


The method by which the flow 
of air is directed and controlled 
in motion, for the purpose of 
this discussion is, of course, 
through Duct Systems; the air 
duct acting as a conduit body 
carrying the air through its in- 
terior for ultimate discharge 
through predetermined and se- 
lected openings. 

One of the prime enemies of 
air flow through duct systems 
can be grouped into one cate- 
gory called ‘Losses.” 

However, before getting into 
a preliminary discussion of such 
losses and their classification, 
let’s refer once again to previ- 
ous text and illustrations. 

In all that continues in this 
discussion it must be assumed 
that all points of good practice 
for outlet discharge from the 
fan itself have been observed, 
such as those indicated in Fig. 
25. 

Furthermore, it will be neces- 
sary to refer to the previous 
text regarding the evaluation 
and definitions governing air 
flow. The design of Duct Sys- 
tems and their discharges or 
return flow orifices are depend- 


2 Hurt Installing 
Air Handling Unit 
In Royal Oak Store 


ROYAL OAK, Mich.—A fall 
while installing overhead a 250- 
Ib. air handling unit as part of 
an air conditioning system in a 
store here sent two men to the 
hospital recently. 

One man slipped and the 
other tried to catch him. The 
blower fell on both inflicting 
scalp cuts and bruised shoul- 
ders. After treatment, one man 
was able to return to work the 
next day. The other was out 
longer. 


of Air Handling 


Engineer, Governair Corp. Figure 25 
FAN INLETS 

6? (#8 14 fos LS Ss 

Best Poor Improved Poor Improved 
FAN OUTLETS 

Poor Improved Improved Improved 


Hen p fe 


Poor Improved Poor Improved 
‘oor Improved Improved 


ent on these for their effect and 
efficiency. 

A slight introduction to the 
“fan effect’? on Duct Systems 
was given in the foregoing text 
in order to point up the fact 
that there are definitely TWO 
effects which must be consid- 
ered, calculated, and understood 
when designing an over-all air 
handling system, initiated by 
fans and delivered through 
Ductwork to the area desired. 

As was explained, definitive 


accomplish first, an over-all 
understanding, appreciation, 
and evaluation. Thus, the reader 
should by now understand: 

(1) the “condition” of the air 
to be handled. 

(2) the “effect and flow” of 
air atmospheres as gases. 

(3) the “fan effect” in induc- 
ing flow at the point of induc- 
tion and at the point of dis- 
charge. 

Next to be considered is the 
“distributor effect” of ducts as 
distributors or conduits for di- 
recting che flow of air to the 
area or point desired. Therefore, 
the two effects referred to above 
are: “fan effect” and “distribu- 


pi MOST As FLEXipif as 


ROTALOCK VALVES 


by Primore | 


VERTICAL 
STYLE 


%4” Flare Optional 


Rotalock is a new type detachable valve which 
allows the refrigeration manufacturer to provide 
an easy, economical method of meeting individual 


customer’s valve requirements. 
@ Defachable 


@ Quick field exchange 
@ Greater Production 
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SPUD brazed to: 
Compressor 
Shell 
poo 


Receiver or Condenser 


HORIZONTAL 
STYLE 


ANGLE and 
STRAIGHT 
ADAPTERS 


@ Rotates a full 360 
@ Locks in any position 


@ Available with various ard sizes—Flare or 
type Spuds Sweat 

Shipping caps may be ordered so manufacturer 

can ship equipment minus the valves, thus cus- 

tomer can purchase valves from Primore direct. 


Flexibility 
@ Available in all stand- 


Primore Sales, inc. 


2460 S. Main Street ¢ Adrian, Michigan 


Available 3 


REFRIGERATION 
designing 
sales ey 


engineering 


tor effect’? (which in addition to 
ductwork could and does include 
inlet and outlet devices). 


(To Be Continued) 


TORONTO, Ont., Can.—Hop- 
ing “to increase efficiency of 
gas-fired appliances,” Lucas- 
Rotax Ltd. here has produced 
a heating unit which occupies 
3 cu. ft. of space, has an out- 
put of over 100,000 B.t.u.h., 
and is claimed to be low in op- 
erating cost. 

Utilizing “pulse combustion,” 
the exhaust of the unit remains 
cool and a chimney is not re- 
quired. A 2-in. plastic pipe fits 
this purpose, the company said, 
and the vent need not be higher 
than ground level. 

Said to be low in noise level, 
the pulse combustion unit con- 
sists of a combustion chamber, 
resonating tubes, and air and 
gas inlet valves. Gas is admitted 
to the combustion chamber and 
is ignited electrically. A pres- 
sure wave occurs and the heated 
gases are driven by the increase 
in pressure into the resonating 
tubes, the firm explained. 

These tubes are coiled in the 
water jacket, and provide most 
of the heating surface. A high 


Plant Vacation Schedule 
Shutdowns Starting 


JULY 20 or Earlier 


This is the third in a series of handy guides to vacation 
schedules announced by manufacturers. It is published to help 
detail was deleted in order to salesmen avoid useless calls and to assure purchasing departments 
of adequate stock on hand. This list will not be repeated. CLIP 


and SAVE for future reference. 


Shutdown Period Shipments 
Company Plant Office From Plant in the world! 
Barnebey-Cheney Co. ............. 7/12-7/27 + 7/12-7/27 None mARVOACTORY DISTRIBUTORS 
Bridgeport Thermostat Div., CYCLO-FREEZE CORP. 
Robertshaw-Fulton Controls Co.. 7/18-8/4 7/18-8/4 None 6318 Cambridge, Mpls. 16, Minn. 
Dunham-Bush, Inc. West 9-6794 
Michigan City Plant............. 6/20-7/6 Emergency 
Marshalitown Plant ............ 6/27-7/13 Emergency 
Forest City Foundries Co......... 6/26-7/14 Open Stock Only Operating Costs of Resi- 
ee seat ate eae 
Capacitor Dept. ................. 7/12-7/27 7/12-7/27 Stock Only Dealers and Installers. By 
ee a ane 7/19-8/3 7/19-8/3 None || Get R. A. Gonzales—25¢ each. 
International Business Machines your 
Mail this ad with your 
Corp. (Owego, N. ¥.)............ 7/14-7/28 Skeleton TY Sans end Gtiees to Ae 
James P. Marsh Corp............. 7/18-8/4 17/18-8/4 Stock Only Conditioning & Refriger- 
a onc css cubicesents 7/20-8/3  7/20-8/3 Emergency 3 ag ‘ge Fort 
ie RP OM occa e ane 7/12-7/24 7/12-7/24 Stock Only Ot, Saivelt 3, Wen. 
a— 


rate of heat transfer is claimed 
to be accomplished due to the 
negligible boundary layer exist- 
ing in the pulsating flow of ex- 
haust gases. Following the pres- 
sure wave, a depression occurs 
which causes another charge of 
fuel and air to be drawn in at 
high velocity, thus providing 
forced draft, it was pointed 
out. 

Ignition follows from the 
previous combustion and the 
cycle is repeated at a rate of 
from 80 to 100 cps. It is 
claimed an efficiency of 95% has 
been recorded using the pulse 
combustion heater. 


> 
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MicroMorors 
One of largest stocks 


Cott Named Northeast 
Regional Manager for 
Westinghouse Cooling 


STAUNTON, Va. — William 
B. Cott has been named north- 
eastern regional manager for 
Westinghouse Electric Corp.’s 
air conditioning division, it was 
announced by Bruce D. Hender- 
son, vice president in charge of 
air conditioning. 

At the same time Henderson 
announced the appointment of 
Walter L. Hunken as middle At- 
lanta regional manager. 

Cott’s headquarters will be in 
New York City, and Hunken’s 
in Staunton. Both men will re- 
port directly to the manager 
of marketing, air conditioning 
division. 

Northeastern region responsi- 
bilities will include the New 
York City factory branch and 
the sales territories now head- 
quartered in Boston and Hart- 
ford, Conn. 

Cott was formerly assistant 
to the division vice president. 
Hunken previously served as 
southeastern regional manager. 
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, GREAT 


OR THE "SHAKES" 


"a N COMPRESSOR 


PIPING 


..FLEXON 


VIBRA-SORBERS 


Looking for a way to eliminate the ‘“‘shakes’’ 


NOW AVAILABLE 
FROM FLEXONICS 


Sorbers 

noise and 
Flex-O-Tube syn- 
thetic Freon-re- 
sistant hose for 
refrigeration and 
air conditioning 


from compressor piping? Install Flexon Vibra- 


. great for isolating compressor 
vibration in refrigeration and air 


conditioning installations. 

All-metal Flexon Vibra-Sorbers provide ex- 
cellent resistance to corrosion and fatigue .. . 
remain gas-tight under prolonged vibration 

. . come to you clean in sealed polyethylene 


service. Write for 
information. 


V-23 


bags. U.L. listed in sizes %%" through 11%” for 
both high and low side service. Standard diam- 
eters to 8” available. Write for Bulletin 139. 


CHICAGO METAL HOSE 
DIVISION 


1415 S$. THIRD AVENUE, MAYWOOD, ILLINOIS 


Manufacturers of flexible metal hose and conduit, expansion 
joints, metallic bellows and assemblies of these components. 


in Canada: Flexonics Corporation of Canada, Ltd., Brampton, Ontario 
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Airtemp announces a 


NEW 
RICE POLICY 


Airtemp’s double pay-off plan 
means profitable dealer markup 
plus lower consumer prices 


Now, Airtemp dealers will The value of your Pay-Off Certificates 
increase their profits with will depend on the value of the equipment 
Airtemp’s new Double sold, but here’s the important thing—use 
Pay-Off Plan. your Pay-Off Certificates just like cash 
when you order new Airtemp equipment. 


When you sell Airtemp air conditioning 


or heating, you get paid twice— once at Airtemp’s Double Pay-Off Plan will help 
the time of sale and once by Airtemp with you meet price competition and still keep 
Airtemp’s new Pay-Off Certificate. a profitable markup. 


DO MORE BUSINESS WITH AIRTEMP 


RY Ss! 


DAYTON 1, OHIO 
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Air Conditioners 


| Servicing Automobile 


(Vol. 2) 
BY C. DALE MERICLE 


MERCURY (1) 


Mercury Div. 
Ford Motor Co. 
Dearborn, Mich. 


A front-end type air condi- 
tioning system (Fig. 1) was 
introduced by Mercury in 1957 
as an optional accessory. 

Condenser is located in front 
of the car radiator. Compressor 
is mounted on the right hand 
side of the engine and is driven 
through a magnetic clutch. 
Evaporator assembly, which also 
includes the car heater core, is 
mounted on the fire wall. 

Most of the conditioned air in 
the 1957 Mercury system is dis- 
charged into the passenger com- 
partment through three adjust- 
able outlets in the instrument 


FIG. 1—Phantom view shows location of 

major components in the 1957 Mercury 

air conditioning system. Note air outlet 
at top. 


panel at the base of the wind- 
shield. A small amount of air, 
about 10%, is discharged to- 
wards the floor. 
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CLASSIFIED ADVERTISING 


RATES for “Positions Wanted” $7.50 
per insertion. Limit 50 words. 15¢ per 
word over 50. 

RATES for all other classifications 
$10.00 per insertion. Limit 50 words. 
20¢ per word over 50. 

ADVERTISEMENTS set 


in usual 
classified style. Box addresses count 
as five words, other address by actual 
word count. Please send payment with 
order. 


POSITIONS WANTED 


DOES YOUR company need a capable 
sales engineer? I'm 38, Have 14 years’ 
experience in sales and engineering; 
Currently employed but have sound 
reasons for desiring change. Fully 
familiar with distributor-dealer and 
contractor sales. Experienced in work- 
ing with architects and consulting en- 
gineers! Will relocate! BOX A6053, 
Air Conditioning & Refrigeration News. 


SORRY, BUT this space is inadequate 
to list information about one of the 
top service-sales executives in the 
business. However, a resume is avail- 
able that should prove most interest- 
ing to any alert manufacturer or large 
distributor needing an exceptional 
man of proven abilities, who is an 
active commercial pilot and willing to 
travel. 25 years’ experience in all 
phases of refrigeration, appliances and 
air conditioning; and good for 25 
more years of profitable service to 
the industry. Present earnings in five 
figures. Please write for your resume 
today. BOX A6054, Air Conditioning & 
Refrigeration News. 


EXPERIENCED MAN in manufactur- 
ing design and tooling for commercial 
and air conditioning coils, seeks posi- 
tion in above phases or as sales repre- 
sentative in midwest. Formerly con- 
nected with progressive midwest man- 
ufacturer of commercial refrigeration 
products. Reply BOX A6055, Air Con- 
ditioning & Refrigeration News. 


POSITIONS AVAILABLE 


SALES REPRESENTATIVES — Appli- 
cations are being solicited from quali- 
fied air conditioning sales personnel 
for open positions as district sales 
representatives. Applicants should 
have a good educational background 
as well as experience in the field of 
sales and distribution of central air 
conditioning equipment. Age prefer- 
ence 30-40 years, Send resume with 
complete information including ex- 
pected salary to Personnel Manager— 
ARKLA AIR CONDITIONING COR- 
PORATION, Evansville 7, Indiana. All 
inquiries will be held confidential. 


REFRIGERATION ENGINEER thor- 
oughly experienced in construction of 
low temperature, altitude, and humidi- 
ty equipment. Ability to assist in 
plant supervision necessary. Oppor- 
tunity to grow with aggressive or- 
ganization. CINCINNATI SUB ZERO 
PRODUCTS, Cincinnati 29, Ohio. 


REFRIGERATION ENGINEER—Must 
have direct experience in design of 
package water chillers, Be able to take 
full charge of assembly design using 
standard components. Personally be 
capable of handling all facets of prob- 
lem from inception through manufac- 
turing, testing and field work. Send 
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complete resume of experience and 
salary requirements in confidence to 
F. W. McKenna, Chief Engineer, 
KENNARD CORPORATION, 1270 N. 
Price Road, St. Louis 14, Mo. 


SALESMAN WANTED — Growing 
beverage cooler manufacturer needs 
experienced beverage cooler salesman 
to sell to the bottling and refrigeration 
trade throughout the United States. 
Must be willing to travel extensively. 
Prefer college graduate approximate- 
ly 35. Live in St. Louis. Salary, ex- 
penses, bonus and opportunity to grow 
with the company. Excellent position 
for an accomplished salesman who has 
ability and wants to be rewarded for 
that ability. BOX A6056, Air Condi- 
tioning & Refrigeration News. 


EXCELLENT OPPORTUNITY _ top- 
flight air conditioning and refrigera- 
tion engineer for sales development 
program with industry leader. Must 
have engineering degree, know equip- 
ment application and experience call- 
ing on distributors and contractors to 
franchise; train and develop personnel. 
Permanent position. Must _ relocate. 
Usual benefits. Write BOX A6057, Air 
Conditioning & Refrigeration News. 


EQUIPMENT FOR SALE 


NATIONALLY FAMOUS brand new 
hermetic motor compressor domes at 
closeout prices! % h.p. only $25.00. 
Other sizes up to 1% h.p. at equally 
low prices. Also, tremendous savings 
on complete hermetic condensing units 
ranging in size from % h.p. All brand 
new, all guaranteed. Send for listing 
and prices to MANN REFRIGERA- 
TION SUPPLY CO., 440 Lafayette St., 
New York, N. Y. GRamercy 3-8000. 


SURPLUS INVENTORY: 144 new 
hermetic compressors % to 1% hp. 
Copelametic, Servel, Tecumseh. 579 new 
fan motors yop to % h.p., Century, 
Fasco, G.E., Marco, Wagner. 1550 new 
compressor overloads, starting relays, 
capacitors. Priced way below OEM 
costs. For complete list contact Ray 
Richardson, REMINGTON AIR CON- 
65S ga Auburn, New York, 
-7371. 


WELL KNOWN brand condensing 
units: Open type (New) % hp air 
cooled - less motor $55.00. 1% hp. water 
cooled - less motor $144.00. 3 hp. water 
cooled -less motor $175.00. FOB Chi- 
cago, Illinois. Send for bulletins and 
catalog on money saving refrigeration 
values: WALTER W. STARR, 

Lincoln Ave., Chicago 13, Illinois. 


BUSINESS OPPORTUNITIES 


FOR SALE due to health of owner 
York distributorship and contracting 
company, over 21 years in business 
holding franchise on commercial air 
conditioning, refrigeration, residential 
cooling, heating, room coolers, ice 
makers, associate franchise freon and 
ammonia equipment, complete sheet 
metal shop, service trucks and tools, 
salesmen cars, leased building, over 
100 franchised dealers, midwest terri- 
tory, comparably small amount of 
capital required, long term payments, 
wonderful opportunity to get into 
going and fast growing business. BOX 
A6048, Air Conditioning & Refrigera- 
tion News. 


Control of the 1957 Mercury 
unit is obtained through an 
adjustable thermostat which 
cycles the magnetic clutch and 
thus the compressor in response 
to the setting of the thermostat. 

Refrigerant-12 is employed. 
Charge is 31% lbs. in the 1957 
system. 


Compressor 


Compressor used on the 1957 
Mercury air conditioner is the 
Tecumseh HH unit. 

It is mounted on the right 
hand side of the engine and 
driven by dual belts off the 
crankshaft through an Eaton 
magnetic clutch. 

Discharge service valve is on 
the left side of the compressor; 
suction service valve is on right 
(curb) side. 


Condenser 


Condenser is located in front 
of the car radiator. Inlet to the 
condenser is at top right side, 
and outlet is at bottom right 
side. 

A combination receiver and 
dehydrator is located in front 
of the condenser under the front 
stone shield of the car. 

Sight glass is located in the 
liquid line on the right hand 
fender apron above the battery. 


Evaporator 
Evaporator assembly is 
mounted on the fire wall. It 


includes the heater core, evapo- 
rator, blower, thermostatic ex- 
pansion valve, and cooling ther- 
mostat. 

A two-speed blower is em- 
ployed for both cooling and 
heating. 

An A-P 207-KFE  thermo- 
static expansion valve is stand- 
ard on the 1957 Mercury system. 
Superheat setting of this expan- 
sion valve cannot be adjusted in 
the field. 

Recirculated and/or outside 
air is delivered by the combina- 


tion heating and air condition- - 


ing unit to a plenum chamber 
mounted on the fire wall beneath 
the car instrument panel. From 
here most of the air is dis- 
charged through three louvered 
registers located at the base of 
the windshield. These outlets 
are individually controlled by 
dials to permit adjustment of 
direction of air discharge. 

A certain amount of air is 
also discharged from the plenum 
chamber towards the floor. 

(To Be Continued) 
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PATENTS 


Week of April 15 


2,830,453. TEMPERATURE MEA- 
SURING SYSTEM. Wesley N. Jones, 
Minneapolis, Minn., assignor to Minne- 
apolis-Honeywell Regulator Co., Min- 
neapolis, Minn. 


11. A temperature indicating appa- 
ratus comprising: a first and second 
thermocouple having output voltage 
versus temperature characteristics 
which differ, said characteristics hav- 
ing a first range in which the output 
voltage of said first thermocouple ex- 
ceeds that of said second thermo- 
couple. . 


2,830,547. EMERGENCY LATCH 
RELEASE FOR REFRIGERATOR 
STRUCTURE. Paul Zieche, Aurora, 
tll. Application Jan. 21, 1955, Serial No. 
483,352. 3 Claims. (Cl. 109—63.5). 


1. The combination with a refrig- 
erator casing having spaced side walls, 
a back wall extending between one of 
the adjacent ends of said side walls, a 
front wall extending between the other 
adjacent ends of said side walls... . 


2,830,709. CONVERTIBLE TRAY. 
James A. Hall, Louisville, Ky., as- 
signor to Reynolds Metals Co., 
ville, Ky. 


1. A shelf for a refrigerator or the 
like comprising: a frame having a 
vertical flange merged at one end with 
a horizontal end flange, and having a 
second horizontal flange extending 
from the vertical flange in the same 
direction as the first horizontal flange 
and providing a space between said 
horizontal flanges... . 


1. In a fountain dispenser for 
syrup and charged water, a cooling 
chest comprising a single piece cast 
aluminum body having a continuous 
bottom wall and angularly extending 
side wall forming a receptacle adapted 
to receive therein a syrup container 
and a cooling medium... . 


2,830,743. THREE WAY VALVE AS- 
SEMBLY. Victor E. Rimsha and 
Robert R. Dahl, Chicago, Dl., assign- 
ors to The Dole Valve Co., Chicago, 
mL 


1. A fluid control device having an 
inlet and an outlet, an automatic flow 
control valve at the inlet providing a 
substantially constant low rate of flow 
into said device, a diaphragm valve 
at the outlet, a solenoid operated 
plunger controlling the opening and 
closing of said valves normally posi- 
tioned to close the diaphragm valve 
and open the control valve... . 


2,830,752. BLOWERS. William H. 
Wentling, Dayton, Ohio, assignor to 
The Lau Blower Co., Dayton, Ohio. 

1. In a centrifugal blower of the 
character described including a hous- 
ing having an inlet in each side 
thereof, a blower wheel within the 


housing including a cage structure 
having blower blades therein, an an- 
nular rotor secured within said cage 
for rotation therewith, a stator re- 
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’ 
ceived within said rotor in rotatable 
relation therewith, and a shaft secured 
to said rotor and projecting from both 
ends thereof. .. . 


Editor’s Note: Patents de- 
scribed here have been se- 
lected from the “Official Ga- 
zette” of the United States 
Patent Office. They offer only 
a brief summary of each in- 
vention. In some instances 
only the first part of the 
digest is presented. 


2,830,755. ROTARY COMPRESSOR. 
James 


1. A centrifugal compressor compris- 
ing a fixed unit including at least the 
major portion of a housing including 
an axial intake connection and a dis- 
charge connection; a self sustaining 
machine unit including a chambered 
housing capable of assembly with the 
fixed unit to complete the latter... . 


1. In a condenser, a cylindrical shell, 
a first tube bundle in the upper por- 
tion of the shell, a first distributor 
plate beneath the first tube bundle, 
said plate extending horizontally from 
one side of the shell to a position ad- 
jacent the other side of shell... . 


2,830,799. REFRIGERATING PLATE 


—256). 


1. In a plate unit for a refrigerating 
apparatus, a closed housing including 
two flat plates and shallow side walls 
joining the plates, a plurality of gen- 
erally flat evaporating coils mounted 
in superimposed relation within the 
housing, each coil being formed from 
a length of tubing bent back and forth 
upon itself to form a plurality of gen- 
erally parallel tube sections. ... 


2,830,800. WELDED 
PASSAGEWAY PANELS WITH 
LARGE CHAMBERS. Richard E. 


Gerhardt, Clarksville, Ind., assignor to 
Reynolds Metals Co., Louisville, Ky. 
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A panel comprising: a pressure 
welded passageway panel having an 
internal chamber containing a waffle- 
like pattern of bonded islands ar- 
ranged in a series of relatively straight 
longitudinally-extending rows. . ‘ 
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2,830,737. FOUNTAIN DISPENSERS. boro, Pa., assignor to Frick Co., 
Clyde A. Brown, Luck, Wis., assignor, Waynesboro, Pa. 
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How the NEWS penetrates 


Ark Conpirioninc & REFRIGERATION NEws— 
with its comprehensive editorial coverage on 
every phase of the industry—is read by nearly 
all important buying influences in this growing 
market. 


Here’s proof: When the editorial staff of 
the News prepared a booklet based on perti- 
nent articles and entitled it Arr CONDITIONING 
tHE Home—better than 10,000 copies were 
requested in short order. Here was essential 
information on everything from what the 
homeowner expects of year-round air condi- 
tioning to installation techniques. 


From every corner of the market—air condi- 
tioning and refrigeration contractors, plumbing 
and heating contractors, warm air sheet metal 
contractors, mechanical contractors, distributors 
and dealers—the requests poured in. For 
these are the information-seeking, idea-hungry 
men who see the vast potential—today and 
tomorrow—for year-round residential air condi- 
tioning. 

And they are now IDENTIFIED—readers of 
the News. They know there is only one publi- 
cation that covers every phase of the air condi- 
tioning industry; that offers timely and current 


New 1958 Edition of Air Conditioning the Home now available—8% x 11 in. size, profusely 
illustrated, a worthy addition to your library—write for your copies—only $2.00 each. Quantity 
rates: 10-24 copies, $1.85 ea.; 25-49, $1.70 ea.; 50-99, $1.55 ea.; over 100, $1.40 ea. 


AIR CONDITIONING 
& REFRIGERATION 


The Weekly Newspaper of the Industry 


the residential air conditioning market 


weekly news so essential to running a profitable 
organization. That’s why these aggressive men 
who are, or are becoming, air conditioning 
specialists pay to read the News. 


IT’S YOUR GUARANTEE: Your advertis- 
ing in the News cuts across and penetrates 
all air conditioning market areas—refrigeration, 
warm air heating, piping and hydronics, and 
others. The News does a complete job for you. 


Call your News representative today for the 
latest market presentation on residential air 
conditioning. 


450 WEST FORT STREET 
DETROIT 26, MICHIGAN 


a 
NEW YORK, 521 FIFTH AVE., 


s 
CHICAGO, 134 S. LA SALLE ST., 


3 
ote, LOS ANGELES, 4710 CRENSHAW BLVD., 


FRANKLIN 2-8093, AL SCHTILDHAMMER. 


MURRAY HILL 2-1928-9, ROBERT M. PRICE. 


The leading air conditioning publication “Gp: | AXMINSTER 2-9501, JUSTIN HANNON. 

with highest paid circulation in the field. ae || (@ 
DETROIT, 450 W. FORT ST., 

WOODWARD 2-0924, JOE SULLIVAN. 


RESIDENTIAL — COMMERCIAL — INDUSTRIAL 
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Asre-AsHAE Merger Proposal Progress-- 


(Concluded from Page 1, Col. 4) 
process, the Council had felt 
that such a vote should be 
taken. 

When the resolution to sub- 
mit the proposal was opened 
for discussion, some of those in 
the society who apparently op- 
pose the plan took the initiative 
in criticizing both the resolu- 
tion to submit the proposal, 
and the merger plan itself— 
which was not in question. The 
debate grew quite hot, and 
sometimes far afield, and Presi- 
dent Spoehrer, presiding, had to 
keep reminding the members 
that the question before them 
was that of having a plan sub- 
mitted to the membership. 

Those opposing who stayed 
on the subject of the resolution 
seemed to base their opposition 
on the premise that the mem- 
bership hadn’t been sufficiently 
informed on the plans for the 


of the plan will be publicized to 
the membership just as soon as 
this is feasible, and that efforts 
will be made to get the final 
proposal in the hands of the 
various sections of the ASRE 
so that the details can be pre- 
sented and discussed at the 
section and regional meetings 
this fall. 

Legal counsel for the society, 
present at the session, declared 
that it is a legal requirement 
that the “agreement of consoli- 
dation” with the proposed new 
by-laws for the new association 
or society must be submitted to 
the members “not less than 10 
nor more than 40 days’ before 
a regularly scheduled meeting of 
the existing organization. Offi- 
cers of the society said that an 
effort will be made to accom- 
plish this 40 days before the 
meeting. 

Past President Glenn Muffly 


declared that it was his opinion 
that a mail vote should be con- 
ducted on the final proposal, but 
it was pointed out that this will 
be done in effect, because those 
who do not attend the New Or- 
leans meeting may submit their 
vote through a proxy. 


See Threat To 

Minority Groups 

Those who did seize upon the 
opportunity to attack the 
merger idea generally based 
their arguments on two main 
points—that the interests of 
what they termed “minority 
groups” (seemingly domestic 
and commercial refrigeration, 
and industrial refrigeration sys- 
tems) might not be adequately 
protected in the merger with 
ASHAE, and that “splinter 
group” societies might start 
springing up. 

The issue to submit the plan 
finally came to a vote, with the 
aforementioned results, and the 
plan will be discussed at section 
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meetings, and a vote taken at 
the New Orleans meeting. 

Cecil Boling, president, Dun- 
ham-Bush, Inc., was inducted as 
the new president of the ASRE 
at the meeting. D. D. Wile, vice 
president, Recold Corp., is first 
vice president; and Robert H. 
Tull, Westinghouse Electric 
Corp., is second vice president. 
F. Y. Carter, Detroit Controls 
Div., American Radiator & 
Standard Sanitary, is treasurer. 

New directors elected are John 
Dube, Si Williams, W. H. Wisch- 
meyer, H. M. Hendrickson, W. 
R. Woolrich, and Charles Hall. 

Some discussion on the merg- 
er plan also took place at the 
closing business session of the 
ASHAE semiannual meeting 
where President E. R. Queer 
pointed out that many impor- 
tant decisions are being held up 
pending the outcome of the 
merger vote. 

Objection was raised, how- 
ever, to the apparent haste of 
the move and that there hadn’t 


been enough time for members 
to learn details of the merger 
plan, giving rise to a feeling 
that some “railroading” might 
be going on. 

Place of the special meeting 
planned for Dec. 1 to vote on 
the merger has not yet been 
announced. 


Councils Agree-- 


(Concluded from Page 1, Col. 5) 
that the proposal for a merger 
and proxy ballots will be offi- 
cially mailed to the members of 
both of the societies in late 
October. 

Full particulars of the merger 
plan will be mailed to the mem- 
bers of both ASHAE and ASRE 
by September. Ballots will be 
taken in person or by proxy at 
the 45th semiannual meeting of 
ASRE in New Orleans on Dec. 
1, 1958 and at a special meeting 
of the ASHAE membership on 
Dec. 1, 1958. 


merger. In fact, one member 


put a motion before the meet- 
ing to adjourn the entire con- 
vention (before it had barely 
started) as a move to block 
consideration of the resolution, 
but this was soundly defeated 
by a voice vote. 


Membership Asked To 

Buy ‘Pig In Poke’ 

Past President Crosby Field, 
speaking in opposition, said 
that the membership was being 
asked to “buy a pig in a poke” 
and that there was no way of 
knowing whether the interests 
of all groups in the ASRE were 
being protected in the merger 
plan. Charles Harris, regional 
director from Boston, expressed 
the opinion that the member- 
ship had not had the oppor- 
tunity of learning about and 
understanding all the various 
phases of the merger, and situ- 
ations that would develop from 
formation of a larger society. 

President Spoehrer, directors 
John Dube, Ralph Westcott, 
and others who spoke in favor 
of the resolution, pointed out 
that the proposal for the merger 
is embodied in a 55-page plan 
which was not completed until 
immediately before the annual 
meeting at Minneapolis was to 
open. Thus it would have been 
impossible to put before the 
membership even a digest of 
the completed plan. 

Spoehrer said that a digest 


lating Valves, Solenoid Valves. 


sates Aittiate of Jon, horsh Conperation 


Dept. D., Skokie, Ill. 


Chicago 39, Illinois 


HAS THIS 


Perhaps it hasn’t. But if it ever has, you know what chatter, 


fracture or split of copper tubing can do to skyrocket fabricating 


EVER HAPPENED TO YOU? 


costs . . . wreck production schedules. To meet the need for a sensitive, 


extremely accurate tube testing device, Kensico developed in 1956 its own 
eddy current Electronic Tube Tester. More than 20 of these 


Kensico-built testers are now improving tube quality standards 


at Kensico and throughout the industry. Want more information? 


Write Kensico today, Dept. ACN-2, for free copy of 
our new booklet, ““The Story of Kensico Tube.” 


KENSICO 


TUBE COMPANY INCORPORATED 


GOSHEN, 


, N.Y. © ROSELLE, N. J. © PHILADELPHIA, PA. 


PITTSBURGH, PA, « CLEVELAND, OHIO « DETROIT, MICH. 


EVANSTON, Ill, « DURHAM, N.C. «© FT. LAI 


\UDERDALE, FLA. 
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